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SALES TAX BUT NO SALE. Detroit, Mich., telephone sub- 


scribers have been alerted against one of the latest telephone 
rackets. The Detroit Free Press described the approach thus: 

“You have just won a beautiful watch!” 

If a “telephone operator” announces a long distance call on 
your telephone, followed by a jovial voice with these glad tidings, 
look out. 

A host of Detroiters have been taken in by radio “quizmasters” 
who have never seen a microphone. 

In the new racket, reported by police, the “voice” tells you that 
he can send the wonderful watch you have “won” if you merely 
pay the state sales tax. 

A uniformed messenger calls at your home the next day with 
a collect package he delivers in return for the sales tax. The 
“surprise” package turns out to be just that. It contains a cheap 
watch or none at all. 

If you get such a call, contact Detective Lt. Claude Miller at the 
Police Department General Service Bureau. He can arrange a 


‘surprise package” for the messenger. 


TOO POPULAR. Several German citizens who have had tele- 
phones installed after years of waiting have asked the postal 
authorities to take them away—dquickly. 

These hapless persons got the former numbers of information 
offices of big companies. 

For instance, one man got the old number of the information 
office at Munich Civil Airport. The result: He gets hundreds of 
ealls daily, none for him. People who do want to call him usually 
find the number busy. 

Another victim is an innkeeper in a suburb. His wife won't let 
him near the telephone because he tends to lose his temper when 
“wrong number” callers address him as “Herr Forest Inspector.” 
The number formerly was the Bavarian State Forest Administration. 


BETTER OFF IN JAIL. Police in Pittsburgh, Pa., preferred no 
charges against a practical joker recently—they turned him over 
to his wife for disciplinary action. 

Six officers rushed into the home of A. R. Delmonico after. they 
said, he called police and said: 

“Pm gonna shoot my wife.” 

The policemen said they found Delmonico calmly sitting at a 
kitchen table and he grinned and said it took them “just eight 
minutes” to answer his call. The sergeant in charge of the detail 
said no charge was filed because Mrs. Delmonico said: 


“Pil take care of him!” 





CHANGE OF ADDRESS ON SUBSCRIPTIONS 

Please send in changes of addresses promptly in order to 
get copies of TELEPHONY without delay. When requesting « 
new address, please also send in your old address. 
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BY FRANCIS X. WELCH 


WASHINGTON EDITOR Pe 


Welch makes some new predictions for 1952 and ‘continues’ 
a few from 1951... . Gives himself a score of 75 per cent on 


forecasts for 


OUR correspondent hit a record 
low of 75 per cent in his 10 pre 
dictions for 1951, which were pub 
ied in TELEPHONY on Dee. 30, 195] 
ee check list on page 14). But if ve 
vant to string along with the old 


yphet, here are 10 more predictior 


1952, along with the usual season’s 
eting’s You i bette} take the 
etings first—+« i the “Happy 
New Year” part of it because the 10 
edictions are going to be pretty 


omy reading 


As a matter of fact, the very reason 
a couple of the “near-miss” predic 
Sa year ago was due not so mucl 
inaccuracy as to bad timing. Thes¢ 


predictions are still to come tnell 


irrence has merely been postponed, 


} 
j 


cancelied. 

1) Shortaae ana Cuthael 2 You? 
respondent Struck out o1 this, WW 
1, for the simple reason that ne 
bilization effort did not strike its 
ide according to the timetable ex 
cted a year ago. Even ODM (Offices 


Defense Mobilization) admits that 
ch. But that does not alter the fact 
it material shortages are still defi 
ely in prospect. The bare cupboards 


ge has merely been shifted from 
1 to 1952. 

’efense Mobilization Director Wilson 
ilained this very clearly in a recent 
eting with newspapermen at the Na 
nal Press Club. He pointed out that 
lag between the blueprint stage of 
many 


military items (thunder jets, 


guided missiles, and the rest of the 


ror collection), as compared with 


ual mass production, has been so 


’ cat that the timetable had to be 


erred—stretched out. The big train 
military orders is still on the way. 
intil the Pentagon was ready, how- 
e\er, there was no use throwing people 
of work by cutting back on civilian 
p:oduction and creating shortages of 
ODM, during the 
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¢ -ilian goods. So, 





1951. 


past year, has permitted the civilian 
economy to go right along making such 
things as televisio1 sets, automobiles, 
household appliances, etce., im recora 


volume. 


voing 


But the old propheev still is 
T 


come true in ’52. It has been Santa 


Claus’ last ride for a number of things 


that were seen on the counters during 
the recent Christmas shopping for the 
“duration.” (And 
“The duration of what?’ We dor 


even KnOW 


please don’t ask: 


who's on first.) By the end 


of the year copper is going to seem 
almost like gold. Steel and aluminun 
supplies will be little better off. Foi 


the telephone industry, continued short 
ages of copper wire and equipment will 
prevail throughout the entire year 1952. 
If you are skeptical, save this and 
read it ove! around the fourt! 
f July, and you will agree 
Man Mose was right. 

(2) Political 


second L195] 


again, 


RI wbarhbs. This s the 


prediction your corre 


spondent has warmed over for the new 


year, because it is just as good as 


ever was. In fact the reason why 


President Truman hasn’t fired 


Cabinet officers and this IS al ob 


jective working newspaperman’s co} 


sensus—is not because they should 


1 


have been fired long | 


ago, but becaus¢ 
a certain person is all-fired hardheaded. 


(If that is treason, or lese f 


majeste, o1 
something, all right, I will go along 
quietly, officer.) 

So, the prediction for 1952 on this 
line is, again, three heads at the Cab 
inet level will roll during 1952. More 
than that, there will be a lot of othe 
heads rolling at a lot of other levels. 
The seandals which have rocked Wash 
ington during the past few months are 
not over by any means. They will con 
tinue throughout the year and well into 
the election campaign. They will not 
be confined to the RFC or to the In- 


ternal Revenue or Justice Department. 


whole 


The plain fact is that the 


place smells. Some of the worst of the 
unventilated places, at present, seem to 
be in Alien Property Custodian, federal 
housing, and certain branches of the 
State Department. All of the President’s 
loyalty toward friends cannot seem to 
cover up the odor. Naturally, during 
the presidential year, the Republicans 
lo their best to keep this 


are voing t 


1) ¢ 
pot boiling. Mixing the metaphor, it 
looks from here as if they really struck 
pay dirt, and I do mean dirt. 
(3) Please 


This is a coy way of predicting 


don't firouw aqueau these 
Pore 
here to 


1952. 


that emergency controls are 


stay awhile—certainly through 


Settlement 


n Korea, or at any of the 
other international trouble spots, will 


Nothing 


destruction of the greatest 


not change this. short of a 
menace to 
vorld peace (name on request), would 
relieve the need for the elaborate emet 
gency control machinery which is piling 
Washington. And no such good 
uck is seen in the crystal ball fon 
1952. On the contrary, come war 01 
peace next summel 


come Republican 


or Democratic victory next fall—the 


mobilization effort will have to go on 


+ 4 


hrough ne year. 

Of course, this was not a hard pre 
diction to make after what was said 
about shortages in prediction No. 1. It 
follows as a corrollary. But it pertains 
not only to the material controls re 
quired for shortages, such as the ODM, 
the DPA (Defense Production Admin 
istration), and the NPA _ (National 
Production Authority). It also applies 
to price controls (OPS), wage controls 


(WSB), 


credit controls (Federal Reserve). 


salary controls (SSB), and 


(4) OPS 1 utilitie 


going io ive 
Sop fronuble in rate case 


That may 


sound a little surprising, in view of 
Production 


Act appears to limit the OPS role in 


the fact that the Defense 


rate cases to a very minor scale 
(wholesale utility service, such as gas 
pipelines and power supply for resale). 
OPS law- 


yers have never fully reconciled them- 


But that’s just the point. 


selves to the defeat of the Kennedy 
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Amendment, under which OPS could 
get into any kind of a rate case. Fol- 
lowing the traditional New Deal and 
Fair Deal pattern writing one’s 
own law, when the law on the books 
doesn’t suit, the OPS Legal 
is busy “interpreting” 


for 


Division 
the permissible 
rate case activity of that agency. Ac- 
cording to such interpretation, OPS is 
pictured as getting authority, by ex- 
ecutive order, independent of any 
statutory limitations, to hunt and slay 


the dragons of inflation wherever they 


get its money from the same place it 
gets its authority to do things which 


are not authorized by the Defense 
Production Act. In any event, it looks 
like trouble about this in 1952. Just 
stick around and see. 

(5) Taxves will not go higher in 
1952. No, this writer is not trying to 


be funny. He is factually reporting the 


atmosphere of the Congressional tax 
committees. This is definitely to the 
effect that the American people are 


carrying all the tax load they can beat 





if that happens, there will be so mai y 
other changes in Washington—inclt 
ing physical changes—that these p 


dictions won’t be worth anythi: 
anyhow. ) 

(6) Regulatory Unrest. Anoth 
1952 continuation of a 1951 pred 
tion will be that friction will gr 
pretty hot at the regulatory point 


contact between the upward surg‘ 


utility rates and the resistance caus: 
keep ral 


by political pressure to 


may be found. And that would include right now. So, short of all-out war, mien climbing. But inasmuch as 
utility rate cases even telephone re George (D.. Ga.). Chairman flation will be with us throughout 
cases, of the Senate Finance Committee, pre- "© Ye" eee apo 

Of course, Congress, notably the dicts his group will not even consider O'€? Operating expenses, the utilit 
so-called “watchdog committee,” may a new tax bill in 52. President Tru- @€ 80!ng to have to go to the regu 
have different ideas about this. It may man will ask; but he shall not receive. tory commissions with hat in hai 
be that some members of the Appro- (No prediction is made on the possi- ®@ain and again. 


priations Committee will tell OPS to 


bility of all-out war in 


1952: because (Please turn to page 32) 











WELCH GIVES HIMSELF 75 PER CENT ON 1951 FORECASTS 


N the following paragraphs are the 1951 predictions as 

they appeared in this department of TELEPHONY on Dec. 

30, 1950. Immediately following the predictions are the 
results to date. 


(1) the control agencies pre- 
dicted, with Charles E. Wilson’s new ODM (Office of De- 
Mobilization) the NSRB (National 
Security Resources Board) and Cabinet department set-up. 


Reorganization of wis 


fense eclipsing older 


Centralization of utility controls was also forecast. 

Partially wrong. Charles Wilson’s ODM has come to the 
fore—which hard to that date—but no 
centralization of utility controls has taken place, or is now 


was not guess at 


in prospect. 


(2) 


ment of 


A reduction in REA appropriations and the curtail- 
REA’s 
the Washington accent on mobilization. 
Right. 


a tremendous drop 


general activities was seen in the light of 


This one proved true. REA appropriations took 


from 25 million dollars to 9 million 
dollars on telephone loans, much more of a drop than that 
on the REA’s 
activity into a partial freeze,” 
probably for the duration, although the over-all REA pro 


gram is still percolating. 


(3) 


production was foreseen. 


rural electrification program. statf and 


has likewise gone “deep 


“Emergency controls.” A cut-back on civilian goods 
“By 1951, the 


counters are going to look a lot different. and a lot more 


the end of store 


bare.” 
Dead wrong on this, even though it is a matter of post 
ponement into the will 


Certainly there was no dearth of civilian goods 


year 1952, as the current forecast 
indicate. 
during the recent Christmas shopping season. The worst is 


vet to come. 


(4) “More and Bigger Taxes”: but no alteration of the 
excess profits tax provisions for utilities. No change in 


telephone excises, but an extension of excises to other items 
was forecast. 

Right, in every detail, as many will notice when they 
make out their 1951 tax returns. 

(5) “Slow 


Federal “valley 


Down on Legislation.” No 


Socialistic new 


authorities,” ete.. because of need +o 


curtail non-military spending. 


Right. This happened as predicted, and the predict 
is good for another year. 

(6) “Restricted Plant Expansion.” Because of meta! 
shortages, it was predicted that mobilization and defens: 
requirements would largely dictate the amount of plant | 
expansion and service improvements. It was said that tel 
phone companies “may have to be deferring new customers 
before the end of the year.” 

There was nothing at all wrong with tha rrie The tel 


phone industry’s “held order” list, as the year ends, is 


midget. 


(7) “Regulatory legislation.” It was said that the 62nd 
Congress would not pass any of the various bills dealin, 


with the federal regulatory commissions, with the possible 
exception of the McFarland Bill to reorganize the FCC, 
Will 


proved no 


have to take halt off for thi one. Congress 
legislation at a 


Bill 


such 


pass the McFarland 


(8) A “continued upward trend” of utility rates was | 
foreseen, with the increasing counter-pressure from regula | 


authorities towards the end of 


the 


tory 


that 


was sil 


the year. It 


“sales resistance” of the commissions would b 


“terrific.” 
Rigl t. W 


industry’s rate increase troubles to confirm 


need only check the recent items 0 tl 


news 


this one. 


(9) “Political Turnover.” A’ further deterioration o! 
relations between the President and Congress was seen a 
the basis for predicting shake-ups in Washington. Thre: 


cabinet changes, “sniping and knifing™” were forecast. Ther: 


will be resignations in high dudgeon. . . . 


This is only partially right. Only one change has bee 


made at the Cabinet level. But there have been plenty 


others; also plenty of bad blood and “in fighting.” Agai 


the worst is yet to come. 


(10) 


mocracies. 


the western dé 


Labor government i: 


“Anti-socialistic trend throughout 
The the 
Great Britain was predicted. 


downfall of 
We ought to get a full mark on this—even if it was clos: 
Anti-leftish tendencies have been revealed throughout Wes 
ern Europe, and elsewhere in the free world where fre 
elections are possible. 





— 
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[EDITOR’S NOTE: This is a paper 
presented by Mr. Trettin before the 
llant Conference at the recent conven- 
ton of the United States Independent 
Tele phone 


Association. ] 


HE report of this sub-committee at 
the 1950 convention dealt with the 
general subject of joint use of poles 
a rental basis. Appendix “B” sub- 
itted with the 1950 report (TELEPH- 
NY, Nov. 25, Dec. 2, 1950) was a 
ecimen contract for urban joint use 
ised on the principle that costs should 
allocated on the ratio of space occu 
ed by each of the contracting parties. 


In March, 


as requested to prepare a simplified 


1951, this sub-committee 
rm of agreement for urban use and 


agreement for rural joint use, 


both 
f these agreements to be on a rental 
isis following the cost allocation prin 


pile Inco porated in the 


| agreement 


submitted to the convention last Octo 
er (1950) All three agwreements were 


ibsequently published by the associa 


on in booklet form and given rathe 
de adistributi 
Joint Ownership of Poies 
The three agreements referred to all 
ovided for rental charges for the use 
poles and undivided ownership of 
dividual poles or 2 Ups of poles. It 


as recognized that there were situa 


ons where the ownership of fractional] 


terests by eacl f the contracting 


irties might be preferred and this 


b-commiittec Vas instructed to pre 
re a specimen agreement of that 
pe, 

Since the basic reasoning for the 
pplication of differential rentals in 


three previously submitted rental 
ype agreements appeared to meet with 
neral approval in the industry, the 
ime reasoning Was used in setting up 
¢ joint 


nted 


ownership agreement  pre- 


below The agreement now 


resented is essentially the same as 


e rental agreement presented last 


ear except that wording and certain 
mditions were changed to cover occu- 
incy by reason of percentage owner 
ip rather than by payment of rentals. 


rhe reasons given 


im * i ppe ndix A” 
the 1950 paper for telephone occu- 
incy at lower rentals than would be 
sessed against power companies are 
ially valid in 
m that 


vn a 


Supporting a conten- 
telephone companies should 
than 
jointly owned 


smaller interest power 


mpanies in poles. It 
yuld be repetitious to include the same 
aterial in this paper and it is recom- 
ended that the 1950 paper 
the booklet publication be consulted. 


instead 


rrettin is vice president and chief engineer t Thi 
Commercial Telephone C¢ Springfield, Il 
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eneral Conditions For 


Joint 


Ownership of Poles 


By W. O. TRETTIN* 
Member 
USITA Plant Committee 


Conclusion 


This sub-committee has now prepared 


three types of rental agreements and 


the ownership type of agreement ap 


pended to this paper. 


The broad question as to whether o1 


not conditions in a given area will 


permit joint use and then, whethe 


any of the four proposed agreements 


will be necessarily be 


suitable, must 


determined by the contracting parties 


after full consideration of all factors. 


The text of the proposed Joint Ow) 


ership Contract follows: 


JOINT OWNERSHIP CONTRACT 


This agreement made this day of 


19 , by and between the 
a corporation of the 
State of 


hereinafter called 


the “Electric Company,” party of the 


first part, and a co) 
poration of the State of here 
inafter called the “Telephone Com 
pany,” party of the second part, is 


effective as of the 


9 


day of 


WITNESSETH: 
WHEREAS, the Electric Company and 
desire to co 
“Prin 
ciples and Practices for the Joint Us« 
of Wood 


munication Companies” 


the Telephone Company 
operate in accordance with the 
Poles by Supply and Com 
reissued July, 
1945, by the Joint General Committee 
of the Institute and 
Bell Telephone System, and to establish 
joint 


Edison Electric 


ownership of their respective 
poles when and where joint ownership 
shall be of mutual advantage; and 
WHEREAS, the conditions determining 
the necessity or desirability of joint 


use depend upon the service require 
ments to be met by both parties, includ 
ing considerations of safety and econ 
omy, and each of them should be the 
judge of what the character of its 
circuits should be to meet its service 
requirements and as to whether or not 
these service requirements can be met 
properly by the 


joint ownership of 


poles. 

Now, THEREFORE, in consideration of 
the promises and the mutual covenants 
herein contained, the parties hereto, 
for themselves, their successors and as- 


signs, do hereby covenant and agree as 


follows: 


ARTICLE | 
Definitions 
For the purpose of this agreement, 
the following terms when used herein, 
shall have the following meanings: 
Standard Space is the following de 
scribed space on a joint pole for the 


exclusive use of each party, respec- 


tively. 


(Except only as to the portion of its 
said space which, by the terms of the 
annexed specifications, may be occu 
pied by certain attachments therein 
described of the other party) ; 

(1) For the 
uppermost 


Electric Company, the 
feet: 

(2) For the Telephone Company, a 
space of feet at a sufficient distance 
below the space of the Electric Com 
pany to provide at all times the mini 
mum clearance required by the speci 
fications referred to in Article VII, 
and at a sufficient height above the 
ground to provide the proper vertical 
clearance for the lowest horizontally 
run line cables attached in 
such space. 


wires oO} 


(5) Space allotted means feet for 
the Electric Company and feet for 
the Telephone Company. This, then, is 
a ratio of to 


Standard Joint Pole 


which is just tall enough to provide 


means a_ pole 


standard space for the respective 


parties as aforesaid. Specifically, a 
pole under this agree- 
a thirty-five (35) foot 


wood pole, of a class to meet the load 


joint 
shall be 


standard 
ment 


requirements for joint use lines in the 
heavy loading area as specified in Bell 
System Practices. 


ARTICLE Il 
Voltage Limitations 
shall 


be limited to (a) constant potential ac 
circuits not more 


Joint use under this contract 


grounded, of not 
than five thousands (5,000) volts be- 
tween conductors; (b) constant poten- 
neutral 
grounded, of not more than twenty-nine 
hundred (2,900) volts to ground; (c) 
constant potential de circuits of not 
more than hundred and fifty 
volts (750) to ground and (d) constant 


current 


tial ac circuits, one side or 
seven 


circuits carrying not 


15 


series 








more than and one-half (7.5) 


amperes. 


seven 


ARTICLE III 
Scope of Agreement 

This agreement shall be in effect in 
the State of at such locations 
as are specifically described in Exhibit 
B which is attached and hereby made 
part of this agreement; and shall cover 
all wood poles of each of the parties 
hereafter erected in 
the aforesaid territory when said poles 
are brought 
with the 
vided. 


now existing or 


hereunder in accordance 
hereinafter 
reserves the 


procedure pro- 
right 
ownership (1) 
poles which, in the owner’s judgment 
are necessary for its 


Each party 


to exclude from joint 


own sole use; 
and (2) poles which carry, or are in- 
tended by the owner to carry, circuits 
of such character that, in the owner’s 
judgment the proper rendering of its 
future makes 


joint ownership of such poles undesir- 


service now or in the 


able. 
ARTICLE IV 


Placing, Transferring, or Rearranging 
Attachments 

(a) Whenever either party desires 
space on any pole of the other, it shall 
make written application therefore, 
specifying in such notice the location 
of the pole in question, and the num- 
ber and kind of attachments which it 
desires to place thereon and the char- 
acter of the circuits to be used. Within 
ten (10) days after 
notice, the owner shall notify the ap- 
plicant in writing, whether or not said 
pole is of 


receipt of such 


those excluded from joint 
ownership under the provisions of Ar- 


ticle III. 


the owner 


Upon receipt of notice from 

that pole is not of 
those excluded, and after the comple- 
tion of any transferring or 
ing which is then 


said 


rearrang- 
required in respect 
to attachments on said poles, including 
any necessary pole 
Article V (d), the appli- 
cant shall purchase an interest in the 
pole 


replacements as 
provided in 


and use said space for attach- 


ments and cireuits of the character 


specified in said application in accord- 
ance with the terms of this agreement. 
Provided, that in case of emergency 
only, verbal permission from local rep- 
resentatives may suffice, which shall 
be supplemented by the formal require- 


ments. 


(b) Except as herein otherwise ex- 


pressly provided, each party shall 


place, maintain, rearrange, transfer, 


remove its own attachments, 
cluding any tree trimming or 


and (in- 


cutting 
incidental thereto) at its own expense 
and shall at all times perform such 
work promptly and in such a manner 
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"GET HIM — HE'S GOTTA 


as not to interfere with the service 


of the other party. 


ARTICLE V 
Erecting, Replacing, or Relocating 
Poles 
(a) Whenever any jointly owned 
pole is insufficient in size or strength 


for the existing attachments and for 
the proposed immediate additional at- 
tachments 


stated in 


thereon, 
Article IX (b), promptly be 
replaced with a new pole of the neces- 


it shall, except as 


sary size and strength. Other changes 
in the existing pole line in which such 
pole is included, and as conditions may 
they require are also to be made. The 
work is to be performed by the party 
stipulated in (e) below and the adjust- 
ment of ownership is to be made ac- 
cording to Article XI. 

(b) Whenever it is necessary to 
change the location of a jointly owned 
pole, by reason of any state, municipal, 


HAVE A HOT LUNCH." 


or other government requirement, 


the requirements of a private propert 


owner, such change is to be made 


the party stipulated in (e) below. 


(c) Whenever either party hereto 


about to erect new poles withn the 


territory covered by this agreeme 


either as an additional pole line, as 


extension of an existing pole line, 
as the reconstruction of an _ existi 
pole line, it shall notify the othe 


writing at least sixty (60) days befo 
beginning the work (shorter notice, i 
cluding verbal notice subsequently co 
firmed in writing, may be given 

cases of emergency) and shall forwa 
with such notice its plans showing t} 
use the 
on. The other party shall, within te 
(10) after the 


notice, reply in 


character of circuits it will 


days receipt of su 
writing to the part 
erecting the new poles, stating wheth« 
such other party 
desire space on the said pole, and if ‘1 


TELEPHONY 


does, or does n 

















aoes ¢ 
th 


e a 


lesire space thereon, the character 
e circuits it desires to use and 
mount of space it wishes to re- 


rve. If such other party requests 
ace on the new poles and if the 
aracter and number of circuits and 
tachments are such that the owne! 
es not wish to exclude the poles from 
it use under the provision of Ar- 
le Iil, then poles suitable for the 
d joint use shall be erected in ae 


(ad) Wheneve eitne part S ne 
oO ne ot a pole smalte i r 
red for joint ownership o1 hicl 
other party desires space and has 

: : 5 
ie applicatior ‘ yutiine \ 
e IV (a) above e Oo ( sha 
mptiy make ‘ ecess eplace 
| rf ne } S r a) 
i¢ + t¢ ~ \o ray 
: ‘ -_ 
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e) re r r 
( t i ( 
ec ( . 
r 1i¢ 7 
) It S r é r ( 
eement. ¢ 
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‘ ‘ 
Ci€ . & F 1} ( ( 
s het ( 
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) Whe eT ( i ec 
( o te ‘ r 
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( er Llpme ( é ) a 
I tne S nie ) ( ( 
eq pole CC ) nie eecla 
ns } ke ecess: et it 
erent ¢ 
ARTICLE VI 
Procedure When Character of 
Circuits Is Changed 
Vhen either party desires to chang 
character of its circuits yintly 
, , : 
ed poles, such party shall give 
\ (60) davy’s notice to the other 
ty of such changed circuits, then 


I 
D 


oint ownership of such poles shall 


‘ontinued with such changes in con 


ction as may be required to meet 
terms of the attached specifications 


“A” 


involved. 


‘inafter referred to as Exhibit 
the 
vent, however, that the both parties 
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character of circuits 





such 


fail 


notice to 


(50) 
writing to 


within thirty days of 


agree in such 


change, then they shall cooperate in 


accordance with the following plan: 


(1) The parties hereto shall dete 
mine the most practical and economical] 
methods of effectively providing for 
separate lines and the party whose cir- 
cuits are to be moved shall promptly 
carry out the necessary work. 


(2) The cost of re-establishing such 
circuits in the new locations as are 
necessary to furnish the same business 
facilities that existed in the joint own 
ership at the time such change was 
aie cided pon, shall he eq litably ap 
portioned between the parties hereto. 
In the event of disagreement as to 
what constitutes al equitable appor- 
tionment of such costs, the total cost 
ess allowance for salvage and bette) 
ment, exciuding the cost of tine new 
HNok ne sha he vider petween the 
Ppaltles i ( ¢ proportions set } 
Section XI a} the emaining owne) 

tne ) t ) ned poles ell 
Du e tne icat 2” oO e) ic¢ lance 
sened ee, OP 
ARTICLE Vil 
Specifications 
f cel The se p ) r Se” 
(b) \ cle IX the jo ‘ f 
r ( ( ere 1 ~ rreeme 
1 h ( } 
1 
‘ ( Ci S ‘ I ) 


Vill 
Way 


ARTICLI 
Right of 


( e use « f 
« { ( ‘ nt t ~ ) 
Ss considere at 1 a D ( 
é ( f ri a ( r ri 
¢ tine ( ms | 
eeme ¢ ST¢ r } tne 
~ ‘ ) Cie Nel | 
e transf ers] 
¢ ly ¢ ¢ P } ect 
} r Cc ) Int cupanc\ 
e regard to the term of occupane 
¢ eturned al the endl 
party e) ri ] Tac es it S 
\ eX] ensé 
ARTICLE IX 
Maintenance of Poles and 
Attachments 
(a) Poles sha be maintained it 
safe and serviceable condition, and lt 
accordance with the attached specifi 
cations marked Exhibit “A” and shall 


be replaced, subject to the pl 


of Article V, 


defective. 


when said 


Each party shall, at its 


expense, at all times maintain 


its attachments in accordance 


“ae 


and 


said specifications marked Exhibit 


and keep them in safe condition 
in thorough 
(b) 


of the parties hereto which does not 


repair. 
Any jointly owned construction 


ovisions 
poles become 
own 
all of 

W ith 


conform to the said specifications shall 
be 


as 


brought into conformity therewith 


follows 4 


Within one year from the date of 
this agreement, per 
cent of the poles involved in such ex- 
isting joint use construction, and the 
attachments on said poles, and there- 
after per cent per 
annum shall be brought into conform- 
ity with said specifications; provided, 
however, that this provision shall not 
be so applied as to require any then 
existing carried on the street 
side of any such poles to be rearranged 
to occupy the field side thereof, and 
provide further that neither party shall 
be required to relocate cable terminals 
installed prior to the date of this agree- 


cables 


ment which are shown above the com- 
munication cable, or to provide 30 
inches climbing space where wholesale 
replacement of cross arms would be 


required 


aforementioned specifications. 


such existing joint use 


have been brought 


mnformity with said specifications, it 
a at a times thereafter be main- 
tained as provided in Section (a) of 
s Article 
rhe cost of bringing such existing 
vi ise construction into conformity 


1 


in order to comply with the 


con- 


into 


| specifications shall be borne 


the parties hereto in the manner 
de n Section (b) of Article IV 
nd Section (f) of Article V. 


ARTICLE X 


Abandonment of Jointly Owned Poles 
If eithe} 


(a) party desires at any 
me to abandon any jointly owned 
le, it shall give the other party no 
el iting to that effect at least 
y (60) days prior to the date on 

it intends to abandon such pole. 

At the expiration of said period, the 
part vho continues to maintain at- 
i ment on such pole shall become 
sole owner thereof and he shall 
save harmless the former part owner 
if such pole from all obligation, la- 
bility, damages cost, expense, o1 
charges incurred thereafter, because 
of, or arising out of, the presence or 
conditi of such pole or of any at- 
tachments thereon; and shall pay the 


former part owner a sum 


the proportionate value in 





equal to 
place of 


such abandoned pole Ol poles or such 
other equitable sum as may be agreed 
upon between the parties. 

(b) One party may at any time 
abandon the use of a_ joint pole by 
giving due notice thereof in writing 
to the other party and by removing 
therefrom any and all attachments it 
may have thereon. 

ARTICLE XI 
Division of Ownership 

in consideration of the fact that on 
a standard joint pole the Power Com- 
pany uses of the available 
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space and strength and that the Tele- 


phone Company uses of the 
available space and strength, it is 
deemed equitable that the ratio of 


ownership be in the same proportion. 

For each and every standard or sub 
standard jointly owned pole the Elec- 
tric Company will own per 
cent and the Telephone Company will 
own per cent. For each pole 
which is taller than standard the party 
requiring the extra height shall wholly 
own the additional portion of the pole 
due to his own requirements. 

For each pole which is taller than 
standard, the extra height of which is 
required by both companies or required 
by public authority or private owners, 
the division of ownership shall be as if 
it were a standard pole. 


Billing for extra height shall be in 


accordance with the conditions of the 
current schedule “CC” at the time the 
pole is placed. 

ARTICLE XII 


Periodical Adjustments 

Periodically as mutually agreed but 
not before two (2) years has elapsed 
and not oftener than five (5) 
year period thereafter the exhibit ‘C” 
pertaining to reciprocal billing may be 
adjusted. 

Any desired must be 
requested in writing at least sixty (60) 
days before the end of the period. Ad- 
justments are required to avoid undue 
hardships on either party due to one 
or the other being more qualified to 
perform the work. 


every 


readjustment 


ARTICLE XIII 
Defaults 
If either party shall make default in 
any of its obligations under this con- 
tract and such default continues thirty 
(30) days after notice thereof in writ- 
ing from 


the other party, said other 
party hereunder may forthwith ter- 
minate this agreement as far as con- 


cerns future granting of joint owner- 
ship. 

If either party shall make default 
in the performance of any work which 
it is obligated to 
tract at 


this 
the other 
party may elect to do such work, and 
the party in default shall reimburse 
the other for the cost thereof. 
Failure on the part of the defaulting 
party to make 


do under 


con- 


its sole expense, 


party 


such payment within 


thirty (30) days upon presentation of 


bills therefor shall, at the election of 
the other party, constitute a default 
under the first clause of this article. 


ARTICLE XIV 
Liability and Damages 
Whenever 


any liability is incurred 


by either or both of the parties hereto 


18 








A. Tabulation of New Pole Costs. 


The following tabulation shall 


Height l 2 3 1 

20 
25’ 
30’ 
35’ 

10’ 
45’ 
50’ 

55’ 


60’ 


(1) 


D. Cost of Removal. 


(1) The following table 


costs of removing poles. 


sets 





The following table of age factors shall be 


; : ; ; 
pole costs in Table | to arrive at current values 
existing poles coming under the provisions of this 


’ 
t 
that the salvage value is equai to the cost ef removal. 


(Insert tabulation of charges based upen length of pole 


ExHiBit C 


Schedule of Reciprocal Charges 


list mutually agreed upon average 


costs in place of new poles of all kinds in timber, including only such 
cost items as are repetitive when poles are replaced. 


Table 1 


CLASS 


Variation in costs in different areas make it impracticable to 
tabulate typical average costs. 


B. Age Factor for Modifying Values of Poles. 


used in adjusting 
in place of 
Agreement. 


Table 2 


Over 
Age of Pole 0-3 yrs. 4-9 yrs. 10-15 yrs. 16-2) yrs. 22-27 yrs 27 yrs 
Factor 1.0 i .6 4 pe 0 
C. Salvage Value of Poles. 

(1) A figure of % of current material costs shall be used 
for computing salvage values of poles which have been in- 
stalled not exceeding 10 years. Average values for all kinds of 
timber shall be used. The following table sets forth mutually 
agreed upon salvage values. 

Table 3 
CLASS 
Height | 2 3 H 5 6 7 8 i) 10 
Variation in costs in different areas make it isipracticable to 
tabulate typical average costs. 
(Insert tabulation similar to Table | to reflect all lengths of 
Poles.) 
(2) For poles installed longer than LO years it shall be assumed 


forth mutually agreed upon total 


3 ' 
anda 





method of removal—Pull out or Cut off.) 
EK. Anchors. 
Wea } 
(1) The cost'in place of all anchors regardiess of size. type or | 
number of thimbles shall be deemed to be for | 
use in applying the provisions of this Agreement. 
| 
] 
for damages for injuries to the em- (1) Each party shall be liable 
ployes or for injury to the property all damage for such injuries to pers 
f eitl rty for injuries to other ©” Property caused solely by its neg 
of either party, or for injuries to « oy ee se hs 
. Pees | gence or solely by its failure to con 


persons or their property, arising out 
of the joint use of poles under this 
agreement, or due to the proximity of 
the and fixtures of the parties 
hereto attached to the _ jointly 
poles covered by this agreement, the 
liability for such damages, as between 
the parties hereto, shall be as follows: 


wires 


used 


at any time with 
herein provided for: 
struction temporarily exempted f)} 
the application of specificatic 
under the provisions of section (b) 
Article IX shall not be deemed to 
in violation of said specifications d 
ing the period of such exemption. 


(Please 


the specificatir 
Provided that c 


said 


turn to 


page 3 ,) 


TELEPHONY 

















THE PLANT MAN’S 


nL. LDBK 


Signal 


HE modern 


United States Army 


Corps ot the 
traces 1ts an 
cestry back to two establishments 


the Union Army during the Civil 


Var. 


One was the military telegraph de 


artment, with its corps of civilian 


legraph operators. The other was 


e signal department headed by Majo. 


Myer, 


dinate all kinds of signal 


Ibert J. hose ambition to co 
communi 
itions into a single integrated corps 


as to be fulfilled only 
the Civil Wat 


during the great part of that wa 
e efforts of the original Signal ¢ orps 
ere confined in the main to signalling 
flags n daylight and lamps b 
} 
gnt. 
The crossed flag's at orch orl is 
e official Signal Corps insignia to 
iy are a reminder of the vision and 
| of the irmvy’s first signa iffhice 
* . 2 
It has been said: “You can find 


enty of people who know all the an 


juestions that confuse 


An Alpeth sheathed cable, with eacl 


ividual wire insulated with poly 
paper, has 


Michi 


Ignace and Trout 


viene plastic instead of 


ently beet installed by the 
1 Bell between St 


ke, a distance of 27 miles. 


This cable was designed to minimize 
nage by lightning. The polyethylene- 
ilated wires are tested at the fac- 
y to withstand 10,000 volts without 
nage. Paper-insulated conductors of 
type normally used in alpeth cables 
tested to withstand only 700 volts. 
‘he service reliability of this cable 


ild also be improved and mainte 
ice costs reduced by the water-proof 
lity of the polyethylene insulation 
ch permits operation of the circuits 

e\n if water enters the cable through 
heath opening. 

\ new method of closing splices was 
is-d on this cable by utilizing a splice 
ce-e made of aluminum instead of lead. 
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A rubbe vasket squeezed between TWO 


aluminum washers seals each end. 


By tightening two or four nuts, de 


pending upon the diameter of the case, 
the gasket is forced tightly against the 
sheath and. the nside of the 


cable 


splice case. 


This method of closing a splice is 
. . . 4) 
considerably easier and _ faste har 
any previous method ised oO Alpet! 
cable. 
= e cm 
Contrary to veneral bellet, the oin+t 
ise of poles to supply powe and tele 
phone service 18 not new, but has beer 
] 1 ‘ 
empioved since past, 
a ~ © 
\ new liquid vas heate}l ecent 
placed o1 tne market is designed to 


provide instant heat for warmth and 


is especially useful in the heating of 


cable-splicing tents and other locations 


where clean, quick, odorless, smokeless, 


portable heat is required. 

It is claimed that there are no smoke 
0 vas fumes to contend with: 
it ean be used efficiently in small cor 
fined areas. 

We always have maintained that ef 


ficient heaters always pay dividends 


since workmen, such as cable splicers 


cannot work efficiently if they are cold. 
* 3 hd 


It is claimed that a new all-around 
adhesive, recently placed on the mat 
ket, will join glass, wood, paper, po. 
celain, cloth, leather, marble, plastics, 
rubber and 


1 
metals, or any combina 


tion of the aforementioned materials. 
This liquid adhesive comes in two bot 
tles. 

e ee 


The writer recently witnessed a dem 
intercommunication 
type that is of 
a most interesting design. 


onstration of an 
dial system of a new 


The unit contains a completely auto 


matie switchboard, operated entirely 


by relays, but designed as a single 
compact cabinet for easy mounting and 


simple connection to power source and 





telephor ( 


instruments. The system op 


erates on 50 volts de provided by a 2.3 
ampere battery eliminator connected to 
any standard 110 volt 60 cycle power 
supply. It is not arranged for trunks 
to another system or city exchange. 
The smaller unit has a maximum 


capacity of 120 lines, 6 links and a 


1-6 station conference. The minimum 
amount of equipment recommended for 
the average installation is 10 lines and 
Additional lines 


n groups of 


which are factory wired on 


frames, may be easily added. Connec 


tions between the additional line groups 
ire made with jumper wires terminat 
solder type terminals. 


The complete unit, including the 


switching apparatus, battery elimina 


; 


or, terminals, fuses, ete., is mounted 
ni a welded steel frame which, in turn, 

inclosed in a formed steel cabinet. 
Removable front and rear panels are 
supplied for direct access to the equip 
dimensions of the 
about 29 


wide and 10 


outside 


ment. The 


20-line 


cabinet are inches 


high, 20 inches inches 
deep. This unit weighs approximately 
180 pounds when fully equipped. The 


10-line un 


t is the same except it is 
about 40 inches high and weighs ap 


9 


proximately 250 pounds. 


It is claimed that in our government 
in Washington, there are 75 different 
dealing with 


bureaus transportation 


problems, 15 with housing, 14 with 


forestry, 54 that can acquire land, 65 
compiling statistics, 98 lending govern- 
ment money, 37 in foreign trade, six in 


»») 


business relations, 22 engaged in in 


surance, and 44 with agriculture. 
ee e¢e 


A new type of hearing aid has been 
with 


device is supposed 


designed for watchmen normal 
hearing. The new 
to pick up the slightest sound such as 


tinkering with door knobs. 


I am certain that my little dog 
“Chipper” would have no need for such 
a device as he hears everything at all 


times. 
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@. What is the “hook switch latch” 


is it used? 


type telephone and how 

A. This 
signed 
line 


telephone is de- 
specially for improved party 
The hook switch latch 
feature permits line monitoring with- 
out 
with dialing. 


type of 
service, 
interference 


transmission loss or 


When the hand set is removed from 
the cradle, only the receiver is con- 
nected to the line and the service of 
those actually using the line is not 


restricted. 
When the 
or talk, a 


dial 
button is de- 


subscriber wishes to 


small push 
pressed which connects the transmitter 
and the the 
phone is used asa standard instrument. 


dial in circuit and tele- 


). Please advise whether scotch elec- 


trical tape can be used satisfactorily 
for making temporary emergency re- 


pairs in lead-covered aerial cable. 


A. We do not have any specifie in- 


formation concerning scotch electrical 
tape being used for this purpose, but 
it is our opinion that if it is installed 
properly it 


factory for such use. 


will prove entirely satis- 
This tape has a 
high elasticity as its elongation 


at break is 125 


very 


per cent, stretchiness 
that permits it to be pulled down tight 
and to conform with irregular sur- 
faces. 

Its aging life is so great that once 
a job is insulated with seotch electrical 
tape, practical tests have proved that 
it will stand up indefinitely... Sunlight, 
rain, snow, chemical gases, salt water, 
ete., produce no evidence of checking 
or cracking. 

e © e@ 


& Ou 
plain of the unsightly twisted-pair house 


to tack 


base boards and over door and window 


customers frequently com- 


wire that we are forced along 


frames. Can you suggest a method 


whereby 
that it 
dust 


house wire can be placed so 
will 


catcher? 


not prove an unsightly 


A. The ideal arrangement, of course, 
is to 
but 


conceal all inside house wiring, 


usually this proves a rather ex- 


pensive installation if necessary con 
duits were not provided when the build- 
ing was constructed. 
In lieu of 
that 


parallel type house wire that is small 


twisted-pair 


suggest consider 


you 


and can be tacked neatly in place with 


) 


a stapling machine so that it is hardly 


20 


wire, Wwe 


the use of 


noticeable. In this wire, the conductors 
lie flat side by side, and are joined by 
a web which 


permits separation into 


individually insulated singles. 

Polarity is obtained in the two con 
ductors by having one conductor tinned 
and the 
having an outer leg 


one copper and in three-con- 
tinned 
Wire 


match 


ductor by 
and the 
be obtained in 


other two copper. can 


colors to wood 
work or walls. 

2 e 
. Because of the present copper 
shortage, would it be possible to con- 
struct telephone cables with aluminum 


conductors? 


A. The 
during the late war, but from what we 


| 


usec, 


Germans had such a cable 


can learn it was not extensively 
In general, the aluminum conducto1 


must be larger than those made from 


copper and consequently cables of this 


type must have a larger overall di 


ameter. We understand, also, that con- 


siderable difficulty was experienced in 


the splicing of conductors. 
We would not claim that a telephone 
cable with aluminum conductors is im 





possible, but to the best of our knowl 
In the Superlative 
As we pause to consider our 
course for the coming year, we 
might do well to ponder the 


merits of the following “superla- 


tives: 


The best day—TODAY. 
The greatest: mistake—GIVING 
UP. 


The most expensive indulgence 
—HATE. 

The greatest trouble 
TALKING TOO MUCH. 

The best teacher—ONE WHO 
MAKES YOU WANT TO LEARN. 

The best part of religion—GEN- 


TLENESS AND CHEERFULNESS. 


maker— 





The meanest feeling — JEAL- 
OUSY. 

The greatest need—COMMON 
SENSE. 


The cheapest, stupidest and 
easiest do — FINDING 
FAULT. 

The best gift—FORGIVENESS. 

They may contain the formula 
for “A Happy New Year.” 


is our wish to you. 


thing to 


which 

















edge, a satisfactory cable of this typ 
is not presently available. 


Q. Will 


may 


you please advise how w 
increase the volume of the trans 
mitter on switchboard 


We 


transmitter 


our magneto 


need of a sensitive 
that 


a whisper over the line. 


are in super 


ean be made to carr 
don’t understand wh 


need for a 


A. First, we 


you have a transmitter 
sensitive that a whisper will carry ove 
your lines. In general, a service of th 


nature would not desirable, a 
othe 


also would be 


prove 


noises in the switehboard roo) 


heard on the lines whie 


could prove detrimental. 


In order to provide he sensitivit 


you desire, a vacuum tube amplifie 


would in all probability be necessat 


yet we have never known of a cas 
where amplification of this nature wa 
required on an operator’s telephone se 
It is suggested that you make c 
tain that the transmitter on yo 
switchboard is in good condition. Bu 
a new one from the manufacture) 
youl switchboard I vou Nave doubt 
to the condition of the one you at 
how using. Then, make certal the 
your transmitter batter n go 
conditi and of @ 7 ‘ ‘ 
After this is done, if switchboa 
and lines are in good con ) O 
customers should it ¢€ roe ence ‘ 


(. Will an 


tain a 


automatic filler to main 


constant water level in the cells 
of a storage battery prove an advantage 
, 


im a dial telephone exchange? 
A. We seriously d ipt that suc} 
arrangement would be worth the « 
pense of providing { n the avera 


’ 
excnange, 


When seale He ce Ss are ise 
y 
maintained n\ ne oat met (i 
evaporatio} is s sma In a Datte 
ths wate) ] , + } add ee 
tnat water need ( e added to 
place evaporation of the electrol) 
except at extremely long intervals. 


©. Will it be possible and economical 


to obtain laminated fabricated poles 


15 feet in length? 


A. Poles of this type can be obtained 


readily, but we doubt that they would 
prove econon ical for lengths of 45 feet 
at this time. Longer poles of 100 feet 
and over, because of the expense and 
diffeulty of transportation, may, 

some cases, prove the laminated poles 


to be an economic advantage. Lami- 
] 


nated poles can be conveniently shipped 


and assembled on the job. 
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Report of USITA Accounting Committee 


EDITOR'S NOTE: 
nade to thre 
nited State: 


This ve port was 
dire clors oT the 
Tel phone 


annual Cor 


hoard of 
Inde pre nde nit 
lssociation at it recent 


ention. See bored notice on thi page. 


URING the 


counting 


past year yout \c 


Committee has worked 


on a number of problems and 


arried to satisfactory completion a 


umber of these items. Some of these 


latters were prese nted in the aecount 


ng committee report last May at the 
executives’ Conference held at White 
ulphur Springs, W. Va. However, it 

deemed advisable that they be In 


orporated i this report, as some of 


he matters handled by your commit 
ee will undoubtedly affect each and 
ery telephone COMpPany ! the cout 
\ 
In accordance t} a resolutior 
dopted by the (| SITA) board of d 
ectors at its meeting n Chicago it 
JIU. A tas fore Vas appointed to 
mfer wit! members ot the kFedera 
Communications Commission staff and 
presentatives of the Nationa Asso 
ation of Railroad & Utilities Com 
ssioners to the end that the classi 
cations of telephone es be broad 
ed along the lines suggested at at 
nie 
This committee, serected With the 
le assistance and guidance of you 
ecutive Vice President Bailey, con 


ted of the following members: I. J. 


eV OE ol Linco Neb. : Harold C 
hite of Jamestown, Fe R. E. 
lar of New York City, and Robert 


izzard of Erie, Pa. 
On Dee. 19, 


ting to this 


L950, a conference re 


matter was held in the 
Communications Commission 
lices in Washington, D. C. In attend 
ce were: W. J. Norfleet, FCC chief 
Joh $ Nordberg 
counting system division; Harland 
Morris, FCC accounting system di- 
on; J. B. Lowell, FCC common 
bureau; V. E. McElfresh, 
ARUC accounting committee; George 
(. Richert of the USITA Staff, and 
White, Devoe, Dolar and Buzzard. 


Federal 


countant; 


rriel 


All of those present agreed that the 
ssification of telephone utilities was 
since 


need of revision, particularly 


s problem has not been given con 
As a re 
Federal 
Mar. 
proposed 
Nos. 9921 


Ss leration for several years. 
t of this conference, the 
mmunications 
1951, 
e, making in Docket 


D"CEMBER 29, 1951 


‘ Commission on 


issued a notice of 


and 


9922, proposing for adoption the ree 
forth in the reso- 


USITA 


of directors at its meeting in October, 


ommendation as set 


lution adopted by the board 


1950, with the provision that any car 


rier may adopt the new classification 
of companies 
Jan. 1, 1951. 

This 


nally 


preseribed thereby as of 


making was fi 


proposed rule 


adopted and is now part of the 


uniform classification of telephone utili- 
ties by the various state commissions. 

Your Accounting Committee also rec 
conference on Dee. 
that in 
classification of 


ommended at the 
19, 1950, 


line with the new 


above referred to, 


companies, the note to Paragraph 
31:01-1 of Part 31 of the Uniform 
System of Accounts, be changed so that 


companies would not be elevated to a 





present requirements of the Federal higher classification only as a_ result 
Communications Commission, and the of one extremely active year of oper- 
revenue Classification was revised up ating revenues resulting from some 
ward as follows: extraordinary activity. This subject 
Con pany Previous Present 
Class A Exceeding $100,000 Exceeding $250,000 
Class B $50,000 to $100,000 $100,000 to $250,000 
Class C $25,000 to $50,000 $50,000 to $100,000 
Class |) Less than Less than $50,000 

In the report of the Accounting was also acted upon in the proposed 
Committee at the Executives’ Confe rule making, and the present Uniform 
ence, it Was recommended that this System of Accounts requires a re- 
matter be referred to various state classification only after the annual 
associations in an effort to seeure the revenues of a company have exceeded 
adoption by the various state regu for three consecutive years the lowe} 


latory commissions of the classification 


f telephone companies adopted by the 


Federal Communications Commission 


so that operating telephone companies 


classi 


throughout the country will be 
} 


fed on a uniform basis. Some state 


associations have taken this matter up 
with the regulatory authorities, but at 


the present me your Accounting Com 


mittee does not have a report as to the 


progress being made with the various 
state COMMISSIONS, 
Since the State COMMISSIONS Were 


represented at the 


MecElfresh, 


counting Committee, it 


from the NARUC Ac 


appears 


would be a substantial 


conference by ean 


there 


adoption of the 





NOTICE 
As a result of a misunderstand- 
ing, the heading “Report of 
USITA 


appeared on the 


Accounting Committee” 
copies of the 
report of the Toll Compensation 
and Settlement Committee, which 
were reproduced for 


USITA 1951 


convention in Chicago. 


originally 
distribution at the 
annual 
which 


Consequently, the report 


appeared beginning on page 64 
in the Oct. 27 issue of TELEPH- 
ONY under this heading was actu- 
ally the report submitted by the 
Tool Settle- 


ment Committee. The report pre- 


Compensation and 


sented by the Accounting Com- 


mittee appears on this page. 











revenue limitation specified for the 


next higher classification. 
For a number of years your Ac- 
counting Committee, with representa- 


tives of the Bell System, members of 
the staff of the 
tions Commission and members of the 
Accounting Committee of the NARUC, 


Federal Communica 


have been working on a revision of the 
Annual Report, Form M, applicable to 
Class A and 
panies. On 


Class B telephone com- 
July 18, 1951, in Docket 
No. 9994, the Federal Communications 
issued its notice of 


Commission pro- 


} 


posed rule making in the matter of the 
Annual Report, Form 
M, for Class A and Class B telephone 
Your Accounting Commit 
Form M is a 


substantial improvement over the pres 


amendment of 


companies. 


tee believes that the new 


ent requirements. 
A great 


you 


many suggestions made by 


Accounting Committee were 


adopted by the Federal Communica- 


tions Commission in its proposed rule 


making. However, some of the sug 


gestions proposed were not adopted, 
the principal one being the requirement 
to deduct the depreciation reserve from 
the plant account on the asset side of 
the balance sheet. We realize that the 
Securities & Exchange Commission has 
previously adopted this practice as well 
Power Commission and 


Your Ac- 


believes that the 


as the Federal 


many state commissions. 


counting Committee 


implication in a financial statement 


that the depreciation reserve is a valu- 
should be 


reserve, and as such 


(Please 


ation 


turn to page 24) 
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Never a finer telephone 


Never as great a valu 


AT THES 








TYPE 40 Desk Monophone 


TYPE 50 Wall Monophone 














NEW LOW PRICES! 








Effective with shipments made 
on and after January 1, 1952, 
Types 40 and 50 Monophones 
will be priced as follows: 


Type 40, with dial, $24.15 
less dial, 18.00 


Type 50, with dial, 24.15 
less dial, 18.00 


The thousands of telephone men who For harmonic ringing, add 


know Automatic Electric Monophones 55 cents. 
through actual use speak warmly of thei 





performance, their sturdiness thei on 








omy of maintenance, their smart lines 


+ 


the comfortable ‘feel’ which users Itk 


One reason tor this ts that lypes 10 and YO Mono} nones are never stati 
in design, but are steadily improved vear after vear. always reflecting the latest 
scientific advances, yet retaining the economy of high standardization. With 
such Improvements as new high Impedance ringers better transmission con 
ponents, and new Type 31 dials, today, as always, Monophones ar ahead of 
the field 

But that isn't all / Now you can have these tine telephones at new low 


prices which represent the greatest valuc in all telephone instrument history 


If you have already standardized on Monophones, these new prices bring 
you even greater savings. If you havent. Monophones will lower your invest 
ment costs avd your upkeep expense, while further improving your service to 


users Act WOU order Monophones for your next FeEQuIreM nts 






Miah Ledlacoe aaa nt 


Originators and Developers of the Strowger Step-by-Step "Director’’ for Register: 
Sender-Translator Operation . . . Machine Switching Automatic Dial Systems 
Makers of Telephone, Signaling and Communication Apparatus . . Electrical Engineers, Designers and Consultants 


Distributors in U. S. and Possessions: Automatic Electric Sales Corporation 
Export Distributors: International Automatic Electric Corporation 
1033 West Van Buren Street, Chicago 7, U. S. A. 

















deducted from the asset to which it 
relates, is not justified for a _ utility 
which has the major part of its assets 
in the plant account and the deprecia- 
tion reserve at best is an educated 
guess as to the expired service life of 
the property. 


Moreover the utility is required to 
maintain the depreciation reserve on 
the basis or amortization of costs from 
an accounting standpoint rather than 
actual physical deprecigtion. But, re- 
gardless of the technical status of the 
depreciation reserve, it unquestionably 
represents an aggregate accumulation 
of funds that have been derived from 
internal sources, as distinct from out- 
side investors, and which have largely, 
if not entirely, been invested in the 
construction, extension or replacement 
of the company’s plant. Thus, the fi- 
nancial status of the depreciation re- 
serve, which should be reflected in the 
balance sheet, is that of the source of 
funds from which investment 
is derived. 


capital 

Functionally, the depreciation  re- 
serve is in much the same status as 
capital stock and funded debt, except 
for the circumstances attendent upon 
the derivation of each. Factually, the 
plant valuation remaining after deduc- 
tion of the depreciation reserve, repre- 
sents, not the actual depreciated value 
of the plant, but more precisely the 
portion of total plant that has been 
financed principally by _ stockholders 
and bondholders. A further deduction 
of the funded debt could as logically 
be made to reveal the remaining por- 
tion of total plant that has been fi- 
nanced principally by stockholders and 
surplus accumulations, but such fan- 
tastic conceptions of balance sheet 
structure should not be sponsored in 
regulatory provisions. It does not ap- 
pear proper, from an economic or ac- 
counting standpoint, to give the reserve 
for depreciation the implication of ex- 
actness of valution which the deduction 
from the asset account would tend to 
imply. 


The proposed amendment of Form M 
comprises a complete revision of the 
report form, provides classification and 
simplification of the requirements in a 
number of schedules in the present 
form and eliminates some of the pres- 
ently effective requirements. In some 
instances, information not called for in 
the present form is required in the 
proposed amendment. With respect to 
such information, it is proposed to in- 
clude by the Federal Communications 
Commission a provision that companies 
that have kept their records for the 
calendar year 1951 in a manner that 
would require unduly burdensome re- 
quirements or rearrangements to com- 
pile the data not called for in the 
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previous report form, may upon appli- 
cation to and approval by the commis- 
sion in a specific instance annotate the 
schedules or portions thereof in lieu 
of filing complete returns for the year 
1951. Otherwise, the new form is to 
be used by all A and B telephone 
companies in reporting for the calendar 
year 1951. Class B companies will be 
required to submit only two copies of 
Form M instead of 
heretofore. 


three copies as 


For many years, the interpretation 
of what comprises an operating unit 
or system as defined in the Uniform 
System of Accounts was difficult to 
understand. This matter was discussed 
informally by members of your Ac- 
counting Committee with the staff of 
the Federal Communications Commis- 
sion, and in its Docket No. 9958 the 
Federal Communications Commission 
amended Part 31 of its Uniform Sys- 
tem of Accounts for Class A and Class 
B_ telephone 
case 6-R-1 of Accounting 
Bulletin No. 1 providing certain § ad- 
ministrative relief to these companies 
with respect to their original cost ac- 
counting. 


companies and_ related 


Telephone 


The amendment becomes effective on 
Jan. 1, 1952, but any company may 
adopt it at any time subsequent to the 
date of the issuance of the order. This 
new regulation provides that, within 
one year from the date of inclusion in 
the acquisition adjustment account of 
a debit or credit amount with respect 
to a current acquisition, the company 
may dispose of the total amount (other 
than that portion relating to land) 
arising from an acquisition of telephone 
plant by a lump charge, or credit as 
appropriate to Account 614 “Amorti- 
zation of Telephone Plant Acquisition 
Adjustment” without further approval 
of the commission provided that such 
an amount does not exceed $2,000 and 
that the plant was not acquired from 
an affiliated company. 

The amendment also provides that 
telephone plant acquired from a non- 
affiliated company at a cost not to ex- 
ceed $25,000 in the case of Class A 
companies and $5,000 in the case of 
Class B companies may be accounted 
for on the basis of acquisition cost 
instead of on the basis of original cost 
accounting. 

On Aug. 29, 1951, in its Docket No. 
10049, the Federal Communications 
Commission issued its notice of pro- 
posed rule making in the matter of 
the revision of Part 51 of the commis- 
sion’s Rules and Regulations applicable 
to Class A and Class B telephone com- 
panies. This notice of proposed rule 
making applies to the classification and 
reporting of general officers, executives 
and telephone employes. The proposed 


changes comprise a rearrangement of 
the rules showing a more logical pres- 
entation, deletes the requirements for 
compiling the information more tha) 
once a year and clarifies the rules wit! 
respect to reporting. 


In the opinion of your Accounti 
Committee, this is a step in the rig! 
direction; however, your Accounti 
Committee believes that information « 
this character should not be requirs 
from all Class A and B= compani 
every year, but that the information 
should be furnished only when it w 


a 


serve a useful purpose to the commi 


sion. It appears unduly burdensome 


the various companies involved, and 
the commission, to require informati: 
of this nature from all companies eac 
year, when in our opinion this inform 
tion is valuable from ae regulato: 
standpoint only in unusual cases. 
Recently the Continuing Property 
Records Sub-committee of the NARI 
Committee on Accounts and Statistics 


prepared a proposed draft of revisioi 
of Part 31 (Uniform System of A 
counts for Class A and Class B tel 
phone 


f 


“Standa 
(Appendix B of Part 31). 

It is proposed by the NARUC sul 
committee to hold a conference wit 
USITA 


tives later this fall in connection wit 


companies) and in 


Practices” 


3ell System and representi 
Continuing Property Records proc 
dures. The NARUC sub-committee h: 
been advised by your (USITA) exec 
tive vice president, that the associati 
will be glad to participate by havin 
one or more members of the Account 
ing Committee present at the conf 
ence. Continuous Property Record } 
quirements is one of the most cost 
requirements promulgated by the reg 
latory commissions within the last fe 
years. Properly maintained and ad 


quate property records are desiral 


from an operating standpoint. Ho 
ever, there seem to be about as mal 


ideas on Continuing Property Reco1 


f 


as there are commission and _ pub 


utility accountants. 

It is the desire of your Accounti 
Committee to have the rules adopted 
in connection with the maintenance 
Continuing Property Records on a g¢ 
eral and 


broad basis so that ma) 


gerial discretion can be exercised 
the various operating companies in s« 
ting up their Continuing Property R« 
ords in order to derive the greatest 
benefits from an operating standpo 
from these records. 

Your Accounting Committee rec 
that, 
when 


inflationa 
thousands of new cI 


nizes during these 
times, 
tomers are desiring service at rates 
which have been been based on | 


cost plant, the vast expansion of te! 


(Please turn to page 37) 
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Sunshine Convention 





Florida Association Meeting 
Attended by 260 Delegates 


By JOSEPHINE POPPLETON 


Secretary-Treasurer 
Florida Telephone Association 


WENTY-THREE telephone com- 

panies in Florida, representing ap- 

proximately 663,480 stations, to- 
gether with 18 manufacturing exhitors, 
attended the annual meeting of Florida 
Telephone Association on Nov. 15 and 
i6 at Daytona 
totalled 260. 


Jeach. The registration 

Forty-four years ago, when the Flor- 
da association was organized, the first 
meeting was held in Tampa, with 25 
exhibitor 


epresenting 17,522 stations. 


delegates and one present, 


This year the same popular form of 


program was earried out during the 
vo-day meeting as in the past. The 
norning of the first day was _ spent 


renewing acquaintances and visiting 
th manufacturing representatives 
nd friends. 

At an officers and directors meeting 

Nov. 15, the 
elected to serve for the ensuing year: 
R. W. Shriner of 
J. L. MeGehee of 


esident; 


following: officers were 
Tampa, president; 
Marianna, first vice 
Northington of Ft. 


vice 


George 


Myers, second and 


Tampa, secre- 


president, 
sephine Poppleton of 
tary-treasurer. 
The first 
order by 


general called 
Max Wettstein. 
" M. Malone, 
vice president of South- 


Telegraph Co., 


session Was 
President 
\n address was given by F 
Atlanta, Ga., 
ern Bell 
on “The Increasing Importance of Pub- 
the Busi 


Telephone & 


Relations in 


” 
Ss. 


Telephone 


Malone stated that his company has 
spent dol- 
rs each working day for its program 
North Carolina and South Carolina, 


more than half a million 


Georgia, Florida, Kentucky, Tennessee, 
Mississippi, Alabama and _ Louisiana. 
This money is borrowed money, he 
d, as every nickel that goes into a 
telephone and every penny of 
every telephone bill goes into main- 
ning existing equipment. Because 
honey must be borrowed for expan- 
son and improvement, the credit of 
company must be good. That’s 
ere public relations come in. Two 


ain points in public relations of any 
siness, he said, are quality of the 
duet and a complete program of 
e:ploye and public education. 


C -CEMBER 29, 1951 





This address was followed by a short 
talk by L. W. Hill, Tarboro, N. C., 
president of the United States Inde- 
pendent Telephone Association, who in 
turn introduced Clyde S. Bailey, 
USITA executive vice president. 
“What’s Wrong Along 
was handled as only 
3ailey could handle such a subject. He 
first complimented the Florida Tele- 


The subject 


the Potomac” 





Officers and directors of Florida Telephone Association. 


CANTY of Quincy; JOSEPHIN 
TON of Ft. Myers, 
Park. Second row 
president; P. E. 


vice president; 
(left to right): 
BRANNEN of Ft. Myers; 


Tallahassee; M. L. 


BARRE of Jacksonville and J. L. 





to protect 
intimacy 


“the historic privacy and 
of telephone u:age.” He re- 
ferred to the approach to this problem 


which was adopted within Fisrida by 


the Florida legislature which Plaeed 
the primary responsibility on detec- 
tion of gambling on law enforcement 


agencies; and he pointed out that Con- 
gress, when the legislation 
later passed, followed 
proach. 

He referred to the effort on the past 
of the Wage-Hour Division ‘to whittle 
away” the Industry’s 750 station ex- 
emption under the Wage-Hour Act by 
proposing that, in instances where the 
combined stations of community dial 
exchanges and the control office exceed 
750 stations, the exemption is lost. 

The effect of increased taxes on rates 
for service was reviewed and Bailey 
stated that ‘the unfortunate retroac- 


before it 


was this ap- 


tive feature of the tax to Apr. 1 fo- 
cuses marked attention upon the most 
imperative need for the utmost expedi- 





Seated (left to right): ALLENE DREW 


POPPLETON of Tampa, secretary-treasurer; GEORGE NORTHING- 
B. A. GALLOWAY and J. K. GALLOWAY, both of Winter 
MAX WETTSTEIN of Ocala; 


M. P. WILLIS of Mcintosh; C. E. ARCHER, RALPH 
MANER and CARL D. BROREIN JR., all of Tampa. 


R. W. SHRINER of Tampa, 


Back row (left to right): BLAIR STONE of 
McGEHEE of Marianna, vice president. 


Seven directors not present when the photograph was taken are H. A. Bishop, Carl D. Brorein, 
E. L. Cox, A. B. Dooley, E. M. Menendez, J. L. Sharit and Otto Wettstein III. 


phone Association as an efficiently op- 
erated organization, cooperating with 
the when called 
upon in meeting mutual problems. His 
reference to the rapid growth of the 


national association 


telephone industry and the association 
membership over the the 
that have and 
solved, as well as those now facing us, 
struck a 


and 
met 


years 
problems been 
responsive note in the audi- 
ence. 

Among current problems emanating 
from the “Banks of the Potomac,” 
Bailey referred to the legislative effort 
to place the responsibility for policing 
gambling the telephone 
companies and the successful effort of 
the industry through the national as- 
sociation in the amendment of the bill 


activities on 


tion by regulating commissions in 


dealing with rate case applications.” 

He also discussed the FCC proposal 
to shift 
high to areas where earnings are low, 
and looking toward uniform rates and 
charges and rate structures. The fail- 
ure of a similar plan to work when 
applied to the railroads a number of 
years ago was cited. 


revenues where earnings are 


Bailey concluded by pointing out 
that are still “the best nation on 
the face of the globe” and that we can 
be thankful that we are not getting 
as much government as we are paying 


for. 


H. J. Heuther, president, Kentucky 
Telephone Corp., Lexington, discussed 
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we 











“Central Government—A Personal In- 
ventory.” 
He said: 


“Man’s yearning for security has al- 
ways been one of his highest aspira- 
tions. That and his desire for liberty 
are two basic instincts. Invariably he 
has had to forego one or the other. 
Security is eminently desirable in this 
uncertain world. When honorably pur- 
chased by personal initiative, work and 
thrift, it is right and may be honor- 
ably enjoyed. 

“True, it is proper and necessary for 
society as a whole to care for the aged 
and infirm who, through no fault of 
their own, are suffering or in dire 
need, but, it is most distressing to see 
Americans expect something for noth- 
ing from a paternalistic government, 
and yield their democratic privileges 
and rights through various schemes; 
yet it’s happening right before our 
very eyes today.” 

In alarming numbers, thoughtless 
people are surrendering their liberties 
in order to secure “‘socialized” security. 
Whole nations seemingly do not want 
liberty enough to stand up effectively 
for it, Heuther said. The 
of both liberty and security is no vain 
dream. It can be accomplished, but 
only by a self-reliant people. 


possession 


He continued: 


“An all-powerful central government 
is not the answer. Rather, let us 
bring the government of our country, 
the economics of our country and the 
future welfare of our country, as far 
as possible, back to the community 
level. Then we can observe and if 
necessary, police it. Then we will, have 
what our forefathers designed—a rep- 
resentative government of the people, 
for the people and by the people.” 


Nov. 15 was 
Al Stratton, 
Chi- 


The banquet held on 
attended by 260 persons. 
Automatic Electric Sales Corp., 
cago, was the toastmaster. 

On the following morning, two con- 
ferences were held. A traffic conference 
was presided over by Doug Wilkinson, 
district traffic 
Telephone Co., 


manager, Southeastern 
Tallahassee. At this 
“Precedence, N. C. 
Cut-Off 
discussed by Frances Hill, Jacksonville, 
Fla., and two films were shown. The 


meeting Instrue 


tions, and Procedures” was 


joint commercial and plant department 
conference was presided over by O. K. 
Cook and Carl D. Brorein Jr., both of 
Peninsular Telephone Co., Tampa. 

Good Plant 
was the title selected by Ray 
Smith, editor of Telephone Engineer. 
He said, “The success and prosperity 
of many 


“Good Service Good 


Rates” 


Independent telephone com 

panies during the coming years will 

depend, I think, upon the degree of 

their attainment of this objective.” 
He continued: 


“I believe that, where a small tele 
phone company is operating in a ter 
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H. T. SLAIGHT (left) of New York City, vice 
president of Chase National Bank, and HOW- 
ARD F. VAN ZANDT of Chicago, assistant sales 
manager, Kellogg Switchboard & Supply Co., 
both of whom addressed the Florida convention. 


ritory which provided, or is capable 
of providing, a sufficient number of 
subscribers to make the situation eco- 
nomic, the key to its survival as a 
separate company is service—good 
service, that is. 

“If the service is satisfactory, it is 
immaterial to the public who owns the 
company. But there have been cases 
in which the public, dissatisfied with 
the grade of service a small company 
is supplying, has demanded that it be 
taken over by a larger company. 

“One certainty about all this is that, 
in order to supply good service, a com- 
pany must have a good plant. And, in 
order to have a good and well main- 
tained plant with which to supply good 
service, a company must have good 
rates. The greatest barrier to 
rates is poor service.” 


£o0d 


H. T. Slaight, vice president, Chase 
National New York City, out- 
lined in brief the facilities the Chase 


3ank, 


National Bank has made available for 
the lending of short-term construction 
money to Independent companies. The 
utilities department of this bank has 
had a number of years of experience 
in the utilities field and has in the 
past few years become particularly in 
terested in the Independent 


industry, Slaight stated. 


telephone 


He outlined the procedure to be fol- 
lowed in applying for construction 
loans and briefly stated the bank’s re 
quirements, emphasizing the point that 
the size of the loan was not always a 
determining factor, some having been 
made in amounts as small as several 
thousand dollars. 


Judge E. B. Emrey, presently with 
the Communications Equipment Divi- 
sion of the NPA (National Production 
Authority), reviewed some of the prob- 
lems faced by the operating industry 
in obtaining 


necessary supplies and 


equipment. He reviewed Form NPAI- 
117, pointing out the necessity fcr 
completeness and accuracy in execu’- 
ing and filing this form, with emph: 
sis placed upon properly separatinz 
construction and MRO supplies an 
materials from building supplies. 


He mentioned the fact that buildin 
supplies fall into two classification 
those for construction of building 
rendering direct service to communic: 
tions, such as housing for workin 
equipment, and those materials for us 
in constructing buildings or structures 
of indirect use in communication ser\ 
ice, such as office buildings and ware 
houses. He pointed out that approv: 
of an application by the NPA does n 
guarantee the availability of the su; 
plies or equipment 
grants 


applied for, bu 
authority for the appl 
cant to procure such materials on tl 
open market, and 
desperation will the 


only 


only in 


NPA 


cases 
enter the 
procurement picture. 


The general session was reconven¢ 
Howard F. Va 


assistant sale 


after the conference. 
Zandt, 
manager 


Chicago, IIl., 
of Kellogg Switchboard ar 
Supply Co., spoke on “Telephone Prog 
Japan.” Van Zandt spent fi 
years in 


ress in 
Japan as a member of Civ 
Section of Genera 
MacArthur’s staff. It was his job 

help develop 


Communications 


rehabilitation and refo 
mation of the Japanese telephone sys 
tem. “The job is done,” he said. “TI 
Japanese system is second in numbe 
of telephone calls handled only to tl 
United States.” 


Van Zandt, who 


Japanese, said his group’s 


reads and speal 
greatest 
difficulty was in understanding an 
with the 


half of what is said 


learning to work 
“Only 
the Japanese language or in 


Japanes 
people. 
Engilis 
is translatable to the other tongue 


he said. 


Members of the board of directo: 
elected at the convention include C. | 
Archer of Tampa; M. L. Barre 
Jacksonville; H. A. Bishop of Starke 
P. E. Brannen of Ft. Myers; Carl] | 
srorein and Carl D. Brorein J: 
both of Tampa; Mrs. Allene M. Dre 
Cantey of Quincy; E. L. Cox of Perry 
A. B. Dooley of Jacksonville; B. A 
Galloway and J. K. Galloway, both 
Winter Park. 


Also, Ralph Maner of Tampa; J. | 
McGehee of Marianna; E. M. Mei 
endez of Nort! 
ington of Ft. Myers; Josephine Poppl 
ton of Tampa; Blair C. Stone of Ta 
lahassee; J. L. Sharit of Port St. Jos 
R. W. Shriner of Tampa; Max Wett 
stein and Otto Wettstein III, both « 
Ocala, and M. P. Willis of McIntos! 


Tallahassee; George 
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Not long ago, there appeared in the editorial columns of The Daily Record 
of Stroudsburg, Pa., a letter from Irvin F. Angle of near-by Portland, Pa. 
It later appeared as an editorial in the Wall Street Journal. We recom- 
mend it—for we're all affected by the wage-price spiral it tells about. 













The story reprinted here has appeared in the employe magazines of asso- 


ciated telephone companies of the Bell System. 


NCE there was a farmer who raised corn and a 


nan who raised hens, but no corn. The hens said no 
orn, no eggs. So the man agreed to work for the far- 
ner one day a week for $5 a day. And the farmer 
igreed co sell corn to the man for $1 a bushel. 

“They paid each other off every time with the long 
sreen. The farmer paid the man $5 and the man paid 
he $5 back to the farmer for the five bushels of corn. 
vhich he wheeled home in his wheelbarrow. After a 
vhile, the man said to the farmer, ‘Everything's gone 
ip, and I regret intensely to inform you that I can't 
vork for less than $6 a day.’ 

“The farmer said, ‘I understand, but you must un- 

lerstand that everythings going up with me, too, and 
regret intensely to inform you that I can't sell you my 
orn for less than $1.20 a bushel.’ The man said he un- 
lerstood. So the man got $6 a day and at $1.20 a bushel 
aid the farmer the $6 for five bushels of corn. Both 
f them said, “Happy days are here again.’ 

“By and by the man said to the farmer, ‘Things have 
one up still more and I can’t work for less than $7.50 

day.’ 


“The farmer agreed that was fair, but told the man 


that things were going up still higher with him. He 
would have to get $1.50 a bushel for the corn. The man 
agreed that was fair and both said, ‘Prosperity is here.’ 

“After all, the man was getting $7.50 a day. The 
farmer was getting $1.50 a bushel for corn, and the 
hens were getting five bushels as always. And so things 
went until the man was getting $10 a day and the far- 
mer got $2 a bushel and the man gave the farmer $10 
for five bushels. And the hens kept right on laying even 
on Thursdays and the man told his wife, ‘Ain’t it won- 
derful . $10 a day.’ 

“And the farmer told his wife, ‘Ain't it wonderful 

. $2 a bushel.’ And the hens kept clucking away on 
five bushels of corn. 

“And the statisticians down in Washington way said, 
‘Aint it wonderful . . . national income at record levels.’ 
And the politicians said, “Ain't it wonderful’ and bragged 
that they had done it. And everybody felt so good and 
prosperous that the man and the farmer voted for the 
politicians and that is how it was ‘eggsactly.’ 

“The man got three times as much for the eggs, but 
paid three times as much for his shoes, and the music 
went round and round.” 
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Approves 'Good Service’ Increase 
For Nebraska Company 

Stating that it 
of its duty to see that telephone com- 


believes it is part 


panies are in condition to provide good 


Rail- 


service in their areas, Nebraska 
way Commission recently approved an 


application of Herman Telephone Co. 


for an increase in rates. 


As approved, rates for individual 


business service have been increased 


from $3.00 to $4.00, and business, two- 
party, from. $2.75 to $3.75, while in 


dividual, two-party and _ four-party 


residence rates have been increased 25 


cents a month to $2.25, $2.00 and $1.75, 
respectively. 
Rural 


rates have been increased 


from $2.00 to $2.50, and a business 


rural, has been established at 


The 


tions, of which 252 are farm lines. The 


rate, 


$3.00. company serves O90 sta 


company provides common battery 


service to urban subscribers and mag 
subscribers over an e} 


neto to rural 


tirely metallic system. 


The new rates, which become effec 
tive on Jan. 1, will bring in an esti 
mated revenue of $18,567 as compared 
with $16,319 in 1950, but the increased 


} 


costs of repairs to exchange lines and 


higher wages will practically absorb 


the revenue increase, as expenses fo 


1952 are estimated at more tha 


with $14,060 i 


$16,000, as compared 
1950. 


Vv 


Two Georgia Independents 
Get Rate Raise Approved 

Rate increases for two Georgia lh 
Leslie-Desoto 
Standard 


Co., Cornelia, were approved 


dependents, Telephone 


Co., Leslie, and Telephone 
recently 
by Georgia Public Service Commission. 

The 
creases estimated to produce operating 
rf 
$2,141 on what the commission termed 
“the 
phone plant and equipment of $29,280 


Leslie company received in 


revenues of $9,780 and net income 


alleged net investment in tele 
plus an amount for cash working cap! 
tal of $490. 


Old and new rates are: 


” 


Old New 
.$4.25 $5.00 
tO 1.00 


One-party business 
Two-party business 
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Four-party business 3.00 > 
One-party residence 3.00 3.3 
Two-party residence ..... 2.75 2.795 
Four-party residence 2.50 2.25 
Rural multi-party 

Business, 0-2 miles 00 3.900 

Residence, 0-2 miles.... 2.50 2.75 
Each additional 2 miles or 

fraction thereof ...... 20 20 


Standard Telephone Co. increases, 
effective at the Clarksville exchang‘ 


upon conversion to dial, were expected 
+ . ] f 


produce total operating revenues of 


$27,085 and net income of $6,509 on 


book value of plant and equip 


ent at the Clarksville exchange al 
red by he commission to be $91,988. 
Prese and ew rates al 





One-pa pu ess Sop.) S600 
Fo business 50 00 
R business 25 () 
\ € MAYTY residence 15 1.00 
two-part eside r ».00 2 
Fou arty ( enc rl A 2.90 
Rura esidence ; y Ale AS 2.90 
I ( idditional 2 miles 

I tio here of 2 


VV 


Inter-Mountain Company Lowers 
Rate Request in Virginia 


Inte Mountaii Telephone Co. oO} 
iar - 1S avreeqd To ePduce its ‘eq ect 
al erease from $189,000 to $130, 
000 (TELEPHONY, Nov. 24, p. 26). 

I f Bi Sto le compat y; \ 1¢ 
; es even-( t southwes \ 

‘ 1 ‘ ) Vi nia ( aL tio 
Co; S ‘ P : 7 
acce the malte east Unde 

e revis request, about $50,000 

comic fron exchange ‘evenus 
nd $29,000 from toll revenue. 


VV 


Seek to Invalidate 

Anti-Strike Law in Nebraska 
Nebraska Industrial Court, set up to 

1949 for 


bidding strikes by utilities serving the 


enforce a law passed it 
asked by attorneys for 
Nebraska to 


violate 


public, has been 
the bus drivers union in 
hold 
several constitutional provisions. 

It is insited that the 
is one that 
hibited by 


that the law creating it 
right to strike 
cannot be limited or pro 


law, that the law seeks to 


place workers in involuntary servitu 


and that it violates fundamental fre: 


doms. 


The action was begun after the cou 
had threatened to file contempt chare‘ 


against members of the Lincoln w 


. 1 : 
Ol bus arivers untess they obe Ve 


orde}) of the ecourt to 2o back To 


They returned to work. The law 
1 ] } ‘7 + 
the past nas also beet ¢ ective 
heading off strikes of telephone 
ers. The court has power to settle 
aisputes, and its idgment MAY 


tested 1 the Supreme co 
VV 


Seek Stock Sale OK 
in North Dakota 
Nort] Dakota Pu ( sé ce % 


mission on Dee. 
cation of the ¢ tra rele} e ( 
La ( rosse, Wis.. to r 

at’sS I S C 
Dol S 

| ( ¢ r es ex ‘ 
Cando Le ~ € 


Approve Financing Plans of 
Four Georgia Independents 


Geore a Pub Cc me ce ( } S 


changes to automatic dial operat 
adding 100 new rural stations at 
Omega and 
rehabilitating outside plant facilities 


its Warwick ex 


change, 


the refinancing of outstanding” inde 

Pa i 
edness. The Chase bank has agrees 
lend the company at any time or f1 


time to time up to and including J 
30, 1955, an aggregate amount up 
$110,000. The 
30, 1954, 


Southeastern 


notes mature on J 
Telephone Co., Ta 
hassee, Fla., authority to issue 21,4 


shares of stock to be d 


tributed to 


common 


stockholders of record 
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and one-half shares 
x each 10 shares held. 
Standard 


ithority to 


the ratio of one 


Telephone Co., Cornelia, 
$140,000 
Credit 
.. for the 
loans and to expand 


borrow from 


id 2 


tromberg-Carlson 
tochester, N. Y 
tiring existing 


Corp. of 


purpose of 


and improve its telephone and 


plant 
icilities. 


The company plans to spend 


uo 


me $139,000 for plant expansion and 


improvements over a_ period of 20 
months from Oct. 1, 1951, and to re 
tire $23,000 of currently outstanding 
bt. Of this total amount $140,000 
uuld represent the proceeds of a 


loan from the Stromberg 


mortgage 


arlson company and $22,000 would be 


tained through charges to deprecia 


tion and reinvested earnings over the 


/ 


me period. Improvement of telephone 
ant includes conversion to dial of 
Sf veral exchanges. 

Wilkes Telephone & Keleetric Ce. 
gnall, authority to nerease th 
Rural Elect 


(REA) 


$284,000, bearing 


nount of a loan fron 
Administration 


$184,000 to 


ation from 


interest 
») ‘ent ves ly ] wit! 
« pel cent Veariyv, rie Withnil 


Vears. 


VV 


Increase Granted Oklahoma 
Company After Plant Inspection 


Increased rates were granted re 


( tly by O ma Corporation Con 
ssion t Gotebo Telephone Co vhicl 
d filed for gohe rates on Dee. 11 
The increase gyranted after B 
chardsor telephone engines to. ne 

missio1 nspecte the plar i 
nd that it is bee} laced it 
M1 serviceable condition, and recon 
naed tnat the nereased rates he 
inted. 

Rates will be creased from $3.00 
$3.50 for one party business service 


' trem $1.75 to. $2. 
idential service. 
VV 
OK Discontinuance of Toll Line 
filed, Ne 
Commission has given 
Nebraska Tele- 


me Co. to discont service over a 


No protests havir been 


iska Railway 
mission to Central 
nue 
line Shelton 
with the 


‘-hange of Nebraska Continental Tele- 


connecting its and 


bon exchanges Kearney 


me Co... a 


"’ 


Y, Nov. 3, p. 30) 


(TELEPH- 
North 


will be sub- 


joint operation. 
Service by 
stern Bell Telephone Co. 
tuted. The operation of the line was 


‘conomic, company officers said. 


VV 


C-egon Increase Approved 
Publie Utilities 

Charles H. Heltzel on 
wed Haines Telephone Co. 


regon Commis- 
Dee. 14 
rate in- 
ases expected to raise total annual 
enues $9,283 to $10,207. 


S er 


from 
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Troy-Tipp (O.) Company 
Wins Subscriber Race 


An example of the effects of 
a good public relations program 
was reflected recently in an edi- 
torial and news story in the Troy, 
O., Daily News, which commented 
upon the installation of the com- 
pany’s 8,000th telephone. 

The installation was covered in 
a news story and picture, and the 
good service of the company was 
lauded in an editorial. 


The editorial says in part: 


“In days gone by the chief 
motorman (Safford) of the Troy 
Telephone Co. and the head pilot 
of this venerable canal boat 
(newspaper publisher) were wont 


to compare the number of sub- 
scribers each was honored to 
serve, In those days the 


number was about 
of us, 


1.500 for each 
Sometimes one or the other 
would be a hundred or so ahead. 
but the number was fairly con- 
stant and the race both close and 
interesting. 

“Imagine our chagrin when we 
rend recently that our splendid 
telephone company had _ installed 


its eight-thousandth instrument 
(in 1914 there 


were 1.565. sta- 
tions), whereas the circulation of 
this paper has climbed only to 
6,313. In spite of the present 


least 
communica- 
Troy-Tipp Tele- 
phone Co. is a fine and progres- 
sive industry: its 
courteous 
physical 


disparity we are not in the 
envious of the local 
tions enterprise. 


personnel are 
efficient, and its 
equipment is the 
modern obtainable. 

“The result is that no city in 
the land enjoys better telephone 
both local and 
tance, than does Troy. 


and 


most 


service, long dis- 
Long life 
and unbounded prosperity is our 
wish for our good neighbor. 


At many state conventions in 
the past, Safford’s topic has con- 
cerned the effectiveness of a good 
public relations program, especi- 


ally in reaching the public indi- 











rectly through favorable news- 
paper coverage. 
S. D. Evidence Revised 
In a one-day hearing on Dec. 10 
called by South Dakota Publie Utili 


Bell 


Telephone Co. witnesses introduced re- 


ties Commission, Northwestern 


vised exhibits on investment, expenses 


and revenues and a revised toll rate 


schedule. Changes in separations be- 


tween interstate and intrastate invest- 


ment and expenses reduced additional 


annual revenue requirements in South 


Dakota about $100,000 to $1,575,000. 


The session concluded the hearings on 
the company’s 


repricing application. 


Wisconsin Co-op to Acquire 
Seven Operating Companies 

Chequamegon Telephone Co-op, 
Cable, Wis., recently obtained purchase 
agreements to acquire Cable Telephone 
Herbster; 
Telephone Co.; Bayfield 
pendent 


Co.; Clover Telephone Co., 
Brule Inde- 
Telephone Co., Iron River; 
Port Wing Telephone Co.; North Wis- 
Co., Mason, and 
Brule, all 


consin Telephone 
Waino-Oulu 


located in 


Telephone Co., 
Wisconsin. 
Officers of the 
erative are Jacob Maciosek, president; 
president; W. G. 
Ste- 


Chequamegon coop- 


Oiva Erkkila, vice 
Zieme} ° 


phen 


secretary-treasurer, and 


Barry, manager. 
The Chequamegon Co-Op has rece ived 
from Rural 


a loan allocation Electrifi- 


cation Administration of $425,000. 


(TELEPHONY, Aug. 25, p. 14.) 
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Sand Hill Co-op Receives 
Charter in South Carolina 
Sand Hill Rural Telephone Coopera 


tive, Inc., Pageland, S. C., was granted 


a charter on Dee. 12 by O. Frank 
Thornton, secretary of state. 
The new co-op will do business in 


the counties of Chesterfield, Kershaw 
tele- 


phone exchanges and facilities in rural 


and Laneaster, and will operate 
areas oO! 


The 


directors 


a cooperative basis. 

stock is $100,000 
listed are D. E. Baxley of 
John T. Bowers of Kershaw; 


Clyburn of 


capital and 
Kershaw ; 
John C 


Croxton of 


Lancaster; Roy D. 
Kershaw; ' P 
if Mount Croghan: EK. B 


H. Dalrymple 
Funderburk 


of Laneaster; S. P. Jones of Chester- 
field: R. H. Kirk of Lancaster, and 
Willian Sexton of McBee. 


VV 


Oklahoma Commission OK's 
Sale of Hallett Company 
Sale of (Okla.) 


Telephone Cr 


Hallett Telephone 


Co. to Cimarron Jen- 


nings, Okla., was approved recently by 


Oklahoma Corporation Commission. The 
switchboard at Hallett will be removed 
and subscibers§ there will be served 
through Jennings. Plans are being 


made for installation of di 


VV 


Asks Rehearing on Missour: 
Anti-Strike Statute 


al equipment. 


Missouri’s Supreme Court was asked 
on Dee. 11 by State Attorney General 
J. E. Taylor to reconsider its recent 


decision 


upholding the constitutional- 


ity of some sections of the state’s pub- 
lie utility anti-strike law, known as the 
King-Thompson Act (TELEPHONY, Dec. 
15, p. 34). 

The high state court 
lidity of the 


upheld the va- 
mediation, conciliation and 
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arbitration provisions of the law, but | 


declined to rule on the strike, seizure 
and penalty provisions. 
In his 


request for reconsideration, 


Taylor contended that the court should 
“give its opinion upon the constitution- | 


ality of each and every 
the King-Thompson Act.” 


provision of 


The attorney general said that his 
own original opinion that the act was 
unconstitutional violated 
some provisions of the state and fed- 
eral constitutions still 


because it 


held as far as 
he was concerned. 
“The opinion,” he said, “was based 
largely upon the unconstitutionality of 
the anti-strike, seizure and 
provisions of the... act. 


penalty 
Nothing was 
said by this court to change the at- 


torney general’s opinion .. . on these 
sections. 
“Unless this or some other court 


rules to the contrary he (the attorney 
general) will reaffirm his honest opin 
ion that the provisions . . . concerning 


contractual obligations, seizure and 
the prohibition of strikes and lockouts 
are unconstitutional and invalid.”’ 
Missouri’s utility anti-strike law, en 
acted in 1947, has been under fire since 
early in 1951 when the U. S. 
Court 


Supreme 
invalidated a somewhat similar 


Wisconsin statute. Thereafter Taylor 


ruled that members of the mediation 
board set up to administer the act 
couldn’t be paid because the act was 


unconstitutional. 
The state supreme court subsequently 
held that the sections concerning the 
board were constitutional and that the 
salaries of the board’s members should 
be paid by the state. 
motion for 
tended that the 


Taylor’s rehearing con 


state supreme court 
had “overlooked” arguments by the at- 
torney general in six different in 
stances. 


VV 


Tennessee Association Changes 
Name; Argabright Resigns 

At a called Dee. 5 in 
Nashville, Tennessee Independent Tele- 
phone 


meeting on 


Association voted to drop the 
word “Independent” from the associa- 
tion’s title, according to C. W. 


tain, secretary-treasurer. 


Chas- 


Following the meeting, the board of 
directors approved for membership 
Southern Bell Telephone & Telegraph 
Co. 

W. S. Argabright, association direc- 
tor who recently resigned, is now in 
another business in Roanoke, Va. He 
formerly was with Inter-Mountain Tel- 
ephone Co., Bristol. W. C. 
connecting 


Thomas, 


division company 


to fill the vacancy. 
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repre- 
sentative of Southern Bell, was elected | 
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TEMPERATURE CONSTANT TABLE 


REDUCING OHMS TO FEET AND FEET TO OHMS 
COPPER WIRE 


NO. 


FEET PER 
OHM 
112.91 
113.18 
113.45 
Li3s.72 
113.99 
114.26 
114.54 
114.81 
115.08 
Lis.3o 
115.62 
115.89 
116.16 
116.43 
116.71 
116.98 
117.35 
117.52 
117.79 
118.06 
118.33 


126.30 
126.57 
126.84 
127.13 
127.40 
127.67 
127.95 
128.22 
128.49 
128.76 
129.03 


19 A.W.G. 


OHMS PER 


FOOT 
0.008790 
0.008771 
0.008752 
0.008734 
0.008716 
0.008698 
0.008679 
0.008662 
0.008644 
0.008626 
0.008607 
0.008588 
0.008569 
0.008550 
0.008532 
0.008513 
0.008494 
0.008476 
0.008458 
0.008440 
6.008422 
0.008404 
0.008386 
0.008368 
0.008350 
0.008332 
0.608314 
0.008296 
0.008278 
0.008261 
0.008244 
0.008227 
0.008210 
0.008193 
0.008176 
0.008159 
0.008 142 
0.008125 
0.008 L038 
0.008091 
0.008073 
0.008056 
0.008038 
0.008020 
0.008002 
0.007984 
0.007966 
0.007948 
0.007931 
0.007913 
0.007895 
0.007878 
0.007860 
0.007842 
0.007825 
0.007807 
0.007789 
0.00777 
0.007754 
0.007737 
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FEET PER 


OHM 
129.30 
129.57 
129.84 
130.11 
130.39 
130.66 
130.93 
131.20 
131.47 
131.74 
132.01 
132.28 
132.55 
32.83 
133.10 
133.37 
133.64 
133.91 
134.18 
134.45 
134.72 
135.00 
135.2 
135.5 
135.8 
136.0 
136.35 
136.62 
136.89 
Leeks 
137.44 
137.71 
137.9% 
138.25 
138.52 
138.79 
139.06 
139.34 
139.61 
139.88 
140.15 
140.42 
140.69 
140.96 
141.23 
141.51 
141.78 
142.05 
142.32 
142.59 
142.86 
143.13 
143.40 
143.67 
143.95 
144.22 
144.49 
144.76 
145.03 
145.30 


OHMS PER 


FOOT 
0.007718 
0.007701 
0.007684 
0.007667 
0.007644 
0.007617 
0.007599 
0.007578 
0.007556 
0.007539 
0.007523 
0.007506 
0.007487 
0.007472 
0.007455 
0.007438 
0.007421 
0.007404 
0.007387 
0.007370 
0.007345 
0.007320 
0.00729 
0.00727 
0.00725 
0.00724 
0.00722: 
0.007209 
0.007193 
0.007177 
0.007161 
0.007144 
0.00712% 
0.007112 
0.007096 
0.007080 
0.007065 
0.007048 
0.007032 
0.007016 
0.007010 
0.006994 
0.006978 
0.006962 
0.006946 
0.006930 
0.006914 
0.006898 
0.006882 
0.006866 
0.006850 
0.006835 
0.006820 
0.006805 
0.006790 
0.006775 
0.006760 
0.006745 
0.006730 
0.006713 
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Shown with the Strowger automatic equipment recently installed in the Thermal, Cal., exchange 
ore (left to right) J. C. NEWMAN, manager, and J. W. NEWMAN, president, of Coachella Valley 


Home Telephone & Telegraph Co., 


California Company Converts 


and M. L. MARKEY and J. A. RECTOR, 


of Automatic Electric 


Sales Corp. 


Eighth Exchange to Automatic 


Coachella Valley 


Home Telephone & 


Te legraph Co. on Oct. 15 converted its 
exchange at Thermal, Cal., to Strow 
ger automatic operation—the eighth of 
that company’s exchanges to be con 
verted to that type of equipment during 
he past 24 years. 

Central office equipment in the new 
200-line, 500-terminal exchange, like 
the equipment in the company’s other 

tomatic offices, was engineered and 
manufactured by Automatic Electric 
Co., Chicago. The new equipment in 
cludes the latest features of automatic 
switching with facilities which will 
permit the exchange to fit readily into 
the nationwide operator toll dialing sys- 
tem when that service is placed in 
effect. 


Pees RBM TRS 


ittee, c d 


Pp 





The Chief Engineers C 


Te'cphone System, met on Dec. 3, 4 and 5 in Chicago to discuss current problems. 


At present the ¢ 
total of 


oachella Valley com 
2,144 


Strowve 


pany has a lines and 


1,164 


equipment 1 


terminals of automatic 


its eignt automatic ex 


changes. 


The first Strowger automatic equip 


ment made appeared in Coachella Val 
ley in June, 1927, when a line ex 
change was installed at the Indio office. 
The Indio office now has 1.100 lines of 
equipment; the original 35 lines of 
equipment are still in operation. Othe 
automatic offices in operation are those 


Mecca, Village, La 
Quinta, Oasis, and 1,000 Palms. These 


10) to ove? 


at Coachella, Palm 


range in size Trom Z,000 sta 


tions. 
Whe 


sion, Automatie Electric engineers were 


planning the Thermal conver 


1 


confronted with a unique problem. It 


was desired to include the Thermal ex 





of representatives of operating companies of General 


The group 


includes (seated, left to right) W. O. TRETTIN of Springfield, Ill.; E. C. ROYS of Erie, Pa.; 


DEAN M. BARNES of Santa Monica, Cal., and H. P. SIEBKEN of Madison, Wis. 


Standing (left to 


tigst) are A. Q. WHITE of Spokane, Wash.; WALTER G. WRIGHT of Muskegon, Mich.; S. R. 
SW ANSON of Johnstown, N. Y.; G. T. SIMS of Dallas, Tex.; W. C. KIMBALL of Marion, O.; BER- 
NARD LeBARON of Lexington, Ky., and I. B. JACKSON of Lofayette, Ind. 
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change in the existing universal num- 
bering plan and still meet the digital 
requirements of the proposed nation- 
wide toll operator dialing network for 
the Valley Both of 


these operating problems were solved 


Coachella area. 
satisfactorily with due consideration to 
future expansion, No Strowger equip 
purchased by Coa- 
Home Telephone & Tele 


Was 


ment previously 
chella Valley 
graph Co, rendered obsolete 01 
surplus by the Thermal conversion, ac 
cording to Automatic Electric Co. 

The company was organized in March, 


1906. During its early years it wea 
thered a number of crises but today is 
recognized for the strong financial posi- 
tion and sound management which have 
been the 
J. W. president, and J. C 


Newman, manager. 


achieved under direction of 


Newman, 


VV 


Michigan Bell Reorganizes 
Detroit and Eastern Divisions 


Michigan Bell Telephone Co re 


cently announced a complete reorgani 
zation of its Detroit and Eastern di 
visions, effective Jan. 1 

William M. Day, vice president and 
general manager for the company, said 


the step had become becaus¢ 


ot the 


necessary 


tremendous growth in numbe} 


o! telephones served by the two divi 


sions the few 


The 
Tor 


auring past years. 


new organization calls 


the 


set-u] 
Eastern 


two mto 


and 
the 


combining Detroit 


divisions and 


splitting 
three pie-shaped segments. 


Named to 


fo) 


head the three new divi 


sions the operating departments 


are G. G. Vogelsang, Lou Conroy, and 


Healy, commercial; Samuel 
N. Galbraith, James A. Rhea, and Be: 
nard H. Vollrath, plant, and Nelson M 
Harold L. Miles ¢ 
Welter, traffic. 

Philip B. Hatcher was 


eral traffic supervisor for the company. 


James F. 


Jones, Packer, and 


named gen 


VV 


Approves Nebraska Loan 
An 


braska 


Ne- 
granting 


order has been issued by 


Railway Commission 


authority to Russell Brothers, who 


owns telephone exchanges at Dix and 


Bushnell in the extreme southwest sec- 
tion of the state, to borrow money nec- 
essary to place them in a position to 


offer better service. 
VV 


>> Since the end of World War II 
nearly 25 million telephones have been 
added throughout the 
three-fourths of them 


United States. 


world, nearly 


the 


being in 
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In the Nation's 
Capital 


(Concluded from page 14) 





A prediction is 
some 


hereby made that 
regulatory formula 
may even collapse and-zo down under 
the effort to keep the wheels of public 
service turning. 


time-worn 


This may prove espe- 
What 
percent- 


cially true of transit companies. 
about the What 
age of return? The main job will be to 
get enough money, from high enough 
rates, to meet payrolls and other debt 
obligations. 


rate base” 


(7) 
It looks like another bad year for the 
“lefties,’’—on 


Socialism at Home and Abroad. 


paper. Congress is mad 


at the President and nervous about a 
right swing among the voters. So 
there will be no authorization of new 
“valley authorities.”” Even the St. 


Lawrence seaway will have to be built 
by Canada, if it is built at all. 

But Socialism will make some gains 
indirectly under the 
fense mobilization. 


disguise of de- 
The government is 
now subsidizing aluminum and it will 
soon subsidize copper production. It 
with synthetic 


All this is dangerous 


around 
gas and gasoline. 


is monkeying 


stuff, if a “creeping Socialist’ admin- 
istration gains control of the govern- 
ment after 1952. 

In foreign 
is still 
free 


countries the pendulum 
the right, 
possible. But 
middle-of-the-road 
such as 


swinging to where 


elections are con- 


servative or gOv- 
those of Churchill 
in Great Britain, and Pleven of France, 
and Italy, 
work 


ernments, 


DiGasperi of 
cut out 
troubled ships of state afloat. 


have 


There 
The only real 
Franco in 


may be some casualties. 
looks like Spain. 
His may even be the only familiar for- 


safe bet 








TIMBER 





REA Allocates $123,000 
To Louisiana Company 


The Rural Ad- 


ministration on Dec. 13 approved 


Electrification 


a telephone allocation of $123,- 


000 to Forest Hill (La.) Telephone 


Company. The loan allocation 
will be used to improve and ex- 
pand telephone service in Rap- 
ides Parish. 

The company now provides 
magneto service for 223 sub- 
scribers over 47 miles of line 


through central offices at Forest 


Hill and Glenmora. 
With REA 


rower plans to build 40 miles of 


financing. the bor- 


new line, rebuild 37 miles of the 
existing line, convert the 


to. dial 


system 
add 96 


There will be no 


operation, and 
new subscribers. 
toll charge for calls between the 
two central offices. 


When 


pansion 


improvements and = ex- 


made possible by this 


loan are completed, the company 
will be providing dial service to 


319 subscribers over 83 miles of 











their 
for them keeping their 





line. 
eign face doing business at the same 
old stand by the end of 1952. 

(8) Unrest in REA. Even though 
it will continue to cooperate at a re- 
duced pace (because of shortages in 
funds, materials, and the Congres- 
sional taboo on non-military spend- 
ing), REA seems to be in for some 


soul-searching, criticism and reorgan- 
internal 
Wickard 
may survive personally, although this 
writer thinks that is a toss-up. but 
there are other shake-ups in prospect. 
REA will tele- 
phone toll wants to 
the tele- 


indications 


The conflicts are both 
external. 


ization. 


and Administrator 


have to liberalize its 
procedures, if it 
with 


Present 


do much more business 


phone companies. 








LUMBER FENCE POSTS 


a NEW service to your industry 


PRESSURE TREATED MATERIALS 


e Pressure Creosoted 
e Penta Treated 





are that it will do so; but only after 
a lot of fussing and sweating. 


(9) Labor headaches in 1952. Watch 
for the spring—about mid-April. That 
is the time when telephone labor di 
putes are quite likely to break out 

a rash, if the present boiling under tl 
surface is a good indication. Of cours 
this unrest is by no means peculiar to 
the telephone industry. The CIO Stee! 
Workers sounded tl 
dinner bell for another round of wag 
It won’t be long before W: 


already have 


boosts. 


ter Reuther, John L. Lewis, and a 


of others begin to get into the ac 
The telephone union leaders would 

less than human and certainly out of 
they didn’t 


even 


character if 
theirs. It 


"oa 


try to get 


could mean strikes 


not a pleasant prospect. 


(10) De mocratie 
After all 


prophet looked around for some thing 


Split-up nm IY 


the foregoing gloom you 


pleasant as a concluding note. Mayby 
this No. 10 prediction won’t be plea 
ant at that. But some might find 

so. It is simply this: The crystal ba 
indicates that the Democratic Party 


is going to split wide open betore the 
This 
outcome of the president 
November. 


swore on a 


end of the 
affect the 


new year. may We 
But you 
stack 
1948, that 


would never again predict the outco 


election next 
correspondent 


Tom Dewey buttons, In 


of a presidential election, per se. Yet 
aside from who wins at the polls, it 


clear to anybody around Washingto1 


that the Dixiecrats have run up tl 
flag of rebellion for keeps. So, as t 
old song ‘has it, “Save your Confed 


erate money, boys, the South will rm 
again.”’ 


VV 


Clarence Kastner Recuperating 
Clarence Kastner, Stromberg-Carls 


representative in Missouri, is recupe 


ating from an illness which has pre 


vented him from being on the job sinc 
Oct. 29. He } 
duties 


expects to resume 


within a few weeks. 


@ Treated in our modern, new treat- 
ing plant at Diboll, Texas. Write 


or wire for full information. 


MILLS: Diboll and Pineland, Texas 
SALES OFFICE: Texarkana, Texas 
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Sonera mer nee mes 


-~ complete and completely dependable! 


the HOLTZER-CABOT 


line of 


RINGING EQUIPMENT 


Holtzer-Cabot builds a complete line 
of telephone ringing equipment designed 


to meet customer requirements. 





This greatly simplifies the problems 
of individual telephone exchange man- 
agers and telephone equipment manufac: 
turers when new telephone ringing equip- 
ment is considered. 

Holtzer-Cabot’s line of interrupters, 
ringing frequency motor generator sets, 
motors, dynamotors, transformers, rota ry 


converters and tone machines will meet 





any specific ringing requirement. This 
equipment can be operated with any 
standard voltage, AC or DC, or may be 
operated from odd frequencies, such as 
50 cycles. 

Whatever your particular ringing 
problem may be, Holtzer-Cabot has the 


type of equipment you require. 
d J 





builders of 


The Complete Line of Telephone Ringing Equipment 





HOLTZER-CABOT 


DIVISION OF NATIONAL PNEUMATIC CO.. INC. 


BOSTON 19, MASSACHUSETTS 


OFFICES IN NEW YORK, PHILADELPHIA and CHICAGO 
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r | I | 
| Joint Ownership 
Of Poles 


(Continued from page 18) 








(2) Each party shall be liable for 
all damages for such injuries to its 
: own employes or its own property that 

are caused by the concurrent negli- 
C r D A R 3 0 L E © gence of both parties hereto or that are 
due to causes which cannot be traced 
to the sole negligence of the other 


CROSS ARMS | ™:; 
FIR (3) Each party shall be liable ac 


cording to its proportionate ownership 
for all damages and injuries to persons 














other than employes of either party, 
PENTAcHLOROPHENOL TREATED and according to its proportionate own- 

LONG LIFE ership for all such damages and injur 
CLEAN AND LIGHT IN WEIGHT ies to property not belonging to either 


party that are caused by concurrent 
Two Strategically Located Yards: negligence of both parties hereto or 

that are due to causes which cannot 
MINNEAPOLIS, MINN. be traced to the sole negligence of 


FINDLAY, OHIO a the other party. 








(4) Where, on account of injuries 
of the character described in the pre- 
ceding paragraphs of this article, 
either party hereto shall make any pay- 
ments to injured employes or to thei 
relatives or representatives in con 


formity with (1) the provision of any 

be G ” ALEY & CO workmen’s compensation act or any act 
. . s ° . *1° . 

creating a liability in the employer to 

‘SPITZER BLDG. TOLEDO, OHIO pay compensation for personal injury 


to an employe by accident arising out 














PERSONALIZED SERVICE 





SERVICING THE 
INDEPENDENT 
TELEPHONE INDUSTRY 


A Complete Line of 
Nationally Known 
Telephone Supplies 








The Lindsay Telephone Supply Co. 


Tel. ENdicott 1-0110 CLEVELAND 3, OHIO 7016 Euclid 





of and in the course of the emplo 





ment, whether based on negligence on 


the part of the employer or not, su 
payments shall be construed to be dai 
ages within the terms of the precedi1 
paragraphs numbered 1 and 2 and sha 
be paid by the parties hereto accor 
ingly. 


(5) All claims for damages arisir 
hereunder that are asserted again 
or affect both parties hereto shall 
dealt with by the parties hereto joir 


ly; provided, however, that in any cas: 
where the claimant desires to sett 
any such claim upon terms acceptab\ 


to one of the parties hereto but 1 
to the other, the party to which sa 
terms are acceptable may, at its el 
tion, pay to the other party its p 
portion of the expense which such s 


tlement would involve, and thereupo: 


said other party shall be bound to pi 
tect the party making such payme 
from all further liability and expe 
on account of such claims. 


(6) In the adjustment between t 
parties hereto of any claim for dai 


ages arisiig hereunder, the _ liabilit 
assumed hereunder, by the _ parti 


shall include, in addition to the amount 


paid to the claimant, all expenses 

curred by the parties in connecti 
herewith, which shall comprise cost 
attorney's fees, disbursements, at 
other proper charges and expenditure 


(7) The Telephone Company is 


assume liability and damages fi 
of the total claim and tl 
Power Company for of tl 


total claim wherever joint responsil 
ity 1s involved. 


ARTICLE XV 
Existing Rights of Other Parties 


J 


, 


If either of the parties hereto, has 


prior to the execution of this agre 


ment, conferred upon others not parties 


to this agreement, by contract or othe: 


wise, rights or privileges to use a 


poles covered by this agreement, not 


ing herein contained shall be et 
strued as affecting said rights or m 
lleges, and eithet party hereto sh: 
have the right, by contract or othe 


wise, to continue and extend such ex 


isting rights or privileges, it be 
expressly understood, however, that 
the purpose of this agreement, the 
tachments of any such outside pa 
shall be treated as attachments 

longing to the grantor, and the rig! 
obligations, and liabilities hereunder 
the grantor in respect to such atta 
ments shall be the same as if it w 
the actual owner thereof. Where 1 
nicipal regulations require either pa 
to allow the use of its poles for f 
alarms, police, or other like sig 
systems, such use shall be permitt 
under the terms of this Article. 


ARTICLE XVI 
Service of Notices 
Wherever in this agreement, notic« 
provided to be given by either pa 
hereto to the other, such notice sh 
be in writing and given by lett 
mailed, or by personal delivery 


1 


+ 
1S 


Se = Et~ & 
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BRINGS 12 NEW AUTOMATIC 
EXCHANGES TO MANITOBA 







ABOVE: Attractive prefabricated building 
houses Melita exchange, one of 12 new 
Strowger Automatic installations in Mani 
toba, Canada 


Se Oe 


: 


AMARA RAR 
; 






mye aay) 


: 


"PeRAARRS 


LEFT: Part of the Strowger Automatic 
Type |! M.A.X. which serves 600 stations 
at Melita 


BELOW: New four-position toll board 
serving the Melita exchange area, was 
also supplied by Phillips 








a 


['welve new Strowger Automatic exchanges were 
ently installed by the extensive Manitoba Telephone System, a user of 
Strowger Automatic for 40 years. International Automatic Electric 
lped plan these exchanges, whose equipment was made in the 
Brockville, Ontario plant ot Phillips Electrical Works, Limited, an 


tomatic Electric group factory. Throughout the world, International 


> 


_ 


itomatic Electric draws on its vast experience and ‘‘know-how’’ to provide 
ny such services, including traffic surveys, personnel training, 
tallation, toll system planning, and operating engineering. These services 


ilways at your call—make Strowger Automatic your safest investment 





[ a ERIC Corpore 
10333 W. VAN BUREN STREET. CHICAGO 7, U.S.A. 





INTERNATIONAL AUTOMATIC ELECTRIC SALES CO., S. P. A. 


Via di San Basilio 41 Rome, Italy 


Export Distributors For: 
AJTOMATIC ELECTRIC COMPANY, Chicago, U. S. A. 


P4iLLIPS ELECTRICAL WORKS LIMITED, Brockville, Canada 
and other manufacturers 
Selling Companies and Agents Throughout the World 


AUTOMATIQUE ELECTRIQUE, S.A., Antwerp, Belgium 
AUTELCO MEDITERRANEA, S.A.T.A.P., Milan, Italy 
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EXTRA Holding Power 
QUICKLY Installed 
TOUGH For long life 









EVERSTICK 
ANCHORS 


For new construction and maintenance 
— Everstick Anchors speed up work and 
provide dependable anchorage on all 
types of jobs. 


Made of resiliant, rust 


resistant malleable iron. The toughest 


Write for bulletin. 


EVERSTICK ANCHOR C0. 


_ FAIRFIELD, [OWA 


anchors made. 





KEARNEY 


aa 


¢ MODERN WAY TO 


SEAL ELECTRICAL 


CONNECTIONS 





Kearney AIRSEAL is a pliable high- 


dielectric compound for use on all electrical 


connections. It seals out corrosion and 


oxidation and maintains electrical efficiency 


and eliminates over-heating at joints. 


AIRSEAL is easier to apply and much 


more effective than electrician’s tape. 


Because it is chemically inert, it will not 


harden or deteriorate — forms a 
permanent seal. 


ST.LOUIS, MO. 


the Electric Company at its offices at 
> 

or to the Telephone Company at its 

office at , 


, as the case may be, 


or to other addresses as either party 
may, from time to time, designate in 
writing for that purpose. By mutual 
arrangement suitable forms may _ be 
prepared. 
ARTICLE XVII 
Terms of Agreement 

Subject to the provisions of Article 

XIII herein, this agreement may be 


terminated, so far 


granting of 


as concerns further 
joint ownership by either 


party, after the day 

19 , upon 

notice in writing to the other party 
provided, that if not so terminated, it 


force 
either 
year’s 
party as aforesaid, 
further that 
termination, this agreement 
full effect with 
respect to all poles jointly used by the 


shall continue in until 


time 


thereafter 
terminated by party at 


notice in 


any 
upon one 
the 


vided 


writing to 


other and pro- 
notwithstanding 
such shall 


remain in force and 


parties at the time of such termination. 


XVIII 


Assignments of Rights 


ARTICLE 


Except as otherwise provided in this 


agreement, either party hereto shall 


AIRSEAL applied over 
connector 





Secure sealing of connectors is accom- 
plished readily because of the pliability of 
AIRSEAL. Application is made by kneading 
the compound over the connector. 


JAMES R. KEARNEY CORPORATION 


4224-42 Clayton Avenue, St. Louis 10, Missouri 


Canadian Plant: Guelph, Ontario 





otherwise 
agreement or 
terests 


assign or dispose of ths 
any of its rights or i 
hereunder, or in any of tl 
jointly owned poles, or the attachmeni‘s 
or rights-of-way covered by this agre 
ment, to any firm, 
without 
other 


corporation, or i 
the written 
party; 


dividual, 
of the* 
that 
prevent or 
party to 
property, 


conse} 
provided, howeve 
contained sha 
right of eithe 
any or all of 

fra 
any of the 


nothing herein 
limit the 
mortgage 
rights, 


or lease o 


privileges, and 


chises, r transfer 
to another 
the purpose of 
of the 


of such 


corporation organized f 


conducting a_ busine 


same general character as tl} 
party, or to 
merger or 


of the 
or in 


entel into a 


consolidation; and, in ea 


foreclosing of such mortgag 


transfer, me 


rights 


case of such lease, 


ger, or consolidation its and o 


ligations hereunder shall pass to, 
he 


» acquired and assumed by, the pu 


chaser on foreclosure, the transfer 


lessee, assignee, merging or consolid: 


ing company, as the case may be, 


provided further, that subject to 


of the terms and conditions of t) 
agreement, either party may pern 
any corporation conducting a busine 
of the same general characte is tl 
of such party, and owned, perate 
leased, and controlled by it, associat 
or affiliated with it in interest, or c¢ 


necting with it, the use of all 


part of the space reserved hereunde 
on any 
for the 


in the 


pole covered by this agreeme 


attachments used by such part 


conduct of its said business, a} 


for purpose of this agreement, all su 


attachments maintained on any su 


pole by the permission as aforesaid 


either party hereto shall be consider‘ 
as the property of the party granting 
such permission, and the rights, ob 


gations, and liabilities of such part 


under this agreement, in respect 
such attachment, shall be the same as 
if it were the actual owner thereof. 
ARTICLE XIX 
Waiver of Terms or Conditions 

The failure of either party to ¢ 
force or insist upon compliance w 
any of the terms or conditions of this 


agreement shall not constitute a ge 


eral waiver or relinquishment of a 
such terms or conditions, but the same 
shall be and remain at all times 
full force and effect. 

ARTICLE XX 


Existing Contracts 
All existing agreements whether v« 


bal or written covering the joint ust 


or joint ownership of poles are by n 
tual 


abrogated a 
the case of jointly ow 
will be 
ratio specified in Arti- 


consent, hereby 
annulled. In 
adjustment made t 
conform to the 


cle XI. 


poles, an 


In case of poles covered by a 
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ental 


agreement, ownership will be 


acquired at the rate prescribed by Ex- 
hibit “C.” 


IN WITNESS WHEREOF, the parties 


hereto have caused these presents to 
be executed in duplicate, and their cor- 
porate seals to be affixed thereto by 


their respective officers thereunto duly 


A 


iuthorized, in the day and year first 
ve written. 
President 
ttest 
secretary 
] 
Seal) 
ttest 
Secretary 
Seal) 


Exnipir A 


Construction and Maintenance 


Specifications 











NOTE: 

This specification may be the Na- 
tional Electrical Code or the State Reg- 
ulation under which both parties of 
this contract will operate. Mutual 
agreement to the conditions of the spe- 
cifications is required, and is signified 
by the inclusion of the specifications 
as part of this contract. 


Exuispir B 


Schedules of locations in which joint 
ownership is permitted under this 
agreement dated 
19 , by the 
Company and the 
Company. 

Additions to, or reductions from, the 
list of locations as shown on this 
schedule may be effected by letters from 
one party to the other when approved 


by an authorized official of each com- 
pany. These letters shall be in dupli- 
cate, one copy to be attached to each 


of the contracting parties copy of the 
agreement, as authority for changes in 
the schedule. 


Vv 


“Our are 


dom, and freedom of the press is free- 


citizens guaranteed free- 


dom of the people. But, constitutional 


guarantees can be abrogated and the 
newspapers of the United States are 


battling today to preserve a free press. 
To win a fight requires determination 
and courage to see it through no mat- 
ter the sacrifice.” 
(Nebr.) Journal. 


what —Plattsmouth 





USITA Accounting 
Committee Report 


(Concluded from page 24) 





carried on 
the 
service and without securing additional 


phone facilities cannot be 


without seeuring higher rates for 


equity and debt securities on long term 
basis. Everyone knows that this prob- 
lem exists, but it is primarily the ac- 
countant’s function to maintain and 
keep the 


required reports to aid management in 


his records so as to secure 


presenting a true and convincing pic- 


ture of this problem. As Paton said, 
“Unless accounting is useful—unless 
it affects the pattern of our thinking 
constructively so that we get a more 
discriminating view of business and a 
more realistic, and in a sense a more 


accurate view at that—then it is not 


accomplishing very much.” 
that 
value 


Irving D. Dawes points out 


fullest 


accounting 


“Accounting will have its 


in those companies whose 


executives—in fact, whose full account 


ing organization—realize and practice 


the principle of ‘accounts for operators’ 
accountants’.” 


instead of ‘accounts for 





Taylor- Colquitt 


VAPOR-DRIED POLES 


Poles produced by Taylor-Colquitt's exclusive vapor drying 
process are, class for class, 10 per cent lighter than green poles 
conditioned by steam in the conventional manner for preservative 
treatment. With less weight is greater strength—so much more 
that generally vapor dried poles one class smaller than other 


Taylor-Colquitt Vapor 
tributed to independent telephone companies 


types will serve. The substantial savings that can be made both 
in purchase price and in installation costs because of these two 
factors make Taylor-Colquitt Vapor Dried Poles far and away the 
most economical that can be had. 


Add the careful timber selection, precise manufacture and 
thorough preservative treatment that have made Taylor-Colquitt 
Poles preferred for so many years . 
Taylor-Colquitt Vapor Dried Poles. 


. . and you'll always specify 


Dried Poles are dis- 


exclusively by Automatic Electric Sales Corpora- 


tion, 1033 W. Van Buren St., Chicago 7, Illinois. 


TAYLOR - COLQUITT CO. 


SPARTANBURG, SOUTH CAROLINA 
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PLANTS 


AT SPARTANBURG. SOUTH CAROLINA AND WILMINGTON, NORTH CAROLINA 
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MILLER-ROBINSON 


LIMB LOPPERS 
and TREE SAWS 


4 


cut line clearing 
yj} and pruning costs 


30-50%! 


Manufactured by pioneers in the 
field and proven by years of 
f service, Miller-Robinsgson air- 
powered loppers and tree saws 
cut clean and fast, do the job 
better. Line clearing and right- 
of-way maintenance crews can 
save up to 50% in time and 
money with Miller-Robinson 
equipment. They stay on 

the job year after year \ 
| without breakdown or 
H failure. 





Models available for every 1 
requirement, including in- 
sulated pruners for sure 
| protection against acciden- 
tal electrical shock as well 
as compressor units, fit- 
tings, hoses and complete 
é accessories. 





Service facilities and distributor- 
ships threugheut the country. Write 
teday for information and name of 
nearest representative. 


MILLER - ROBINSON CO. 


7017 AVALON BOULEVARD 
LOS ANGELES 3, CALIFORNIA 
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| Ramey New Sales Promotion 

| Manager for Highway Trailer 
Appointment of S. T. Ramey as sales 
promotion manager for Highway 
Trailer Co., Edgerton, Wis., was an- 
nounced recently by L. E. Craig, vice 
president and general manager of the 





S. T. RAMEY 


company. Ramey will be in charge of 
all of the company’s advertising, sales 
promotion and public relations activi- 
His headquarters will be at the 
Highway Trailer 
Edgerton. 


ties. 
company offices in 

Ramey joined the Highway organi- 
zation after many years in advertising 
work, the 
He served as sales and public 


and promotional company 
states. 
relations counselor on the staff of Ken- 
Boehnert & 


promotion 


neth Associates, Chicago, 
the 
home appliance division of the Murray 
America, Pa., as 
director of promotion, Bakers of Amer- 


as sales for 


manager 


Corp. of Scranton, 
ica program, Chicago, and as advertis- 
ing manager, American Hospital Sup- 
ply Corp., Evanston, Ill. 

During World War II, Ramey estab- 
lished 


training school 


10,000 plant and su- 


directed a 
and program for 


and 


pervisory employes of Emerson Elec- 
tric Mfg. Co., St. Louis., which re- 
ceived recognition from the armed 


forces and industry, the company 
reports. 

He has written and conducted courses 
in various phases of advertising and 
for organiza- 
tions, adult level public schools of St. 
Louis, 


salesmanship business 
and 
Cape Girardeau, for the Missouri State 
Department of Education adult educa- 
tion program. 


Springfield, Warrensburg 


Ramey is a graduate of Chicago Uni- 
versity with a B.A. degree in business 
administration and holds credits 
toward a master’s degree in education 
from Indiana University. 












--SERVICEs 







FOR PROMPT 
DELIVERY 
ON ANY TYPE 
OF 
TELEPHONE CORD GO 


COMMERCIAL 


AND YOU'LL GET 


ECONOMY - QUALITY 
AND SERVICE 


COMMERCIAL CORD 
AND SUPPLY COMPANY, INC. 


26 EAST MAIN STREET 
CLIFTON SPRINGS, N.Y 





>» ECONOMY : QUALITY. 








PHONE— 
CLIFTON SPRINGS 1/89 


WRITE FOR SAMPLES 
AND QUOTATIONS 
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Party Line Transmission 
and Ringing Improved with 
Vincent Rare Gas Relay 





May be Used with 
Harmonic or Coded Bells 


End objectionable noise 


interference due to tran- 
sient and induced volt- 
ages, and provide addi- 


tional lightning protection 
in bell circuits, 





with the 











Vincent Rare Gas Relay Vincent Rare Gas 
2 Relay, RTC- 2 
Compact, non-mechanical, R- ", 2 
— ‘ ie eady for 

the Vincent Rare Gas Re Monuting. 


lay is easily inserted in 

the bell box, or at the ground connection 
or protector block on compact handsets 
in series with each bell. It needs no further 


maintenance. 

Since the resistance of the relay is practi- 
cally infinity below 60 volts, its normal 
breakdown voltage, the line remains nor- 


mally free from paths to ground. Ringing 
voltage of 85 volts ionizes the rare 
gases, is transmitted without difficulty. 
The Vincent Rare Gas Relay may be used 
On magneto or common battery lines. Over 
100,000 in daily use! Write for details. 


CORP. 


Div. of General Bronze Corp. 
200 Central Ave., Newark 4, N. J. 


inert 


BRACH MFG. 
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Line Material Company Utica Corporation Offers “PACKAGED POWER” 
Redesigns Expanding Anchor Instructional Wall Charts 
| Line a. “ hagas paces ‘ As part of a program to speed the ger YOu PBX aad SMALL 
its expanding anchor to offer severa reer: eae Ths ’ ad 
important improvements. (See cut.) Payee — oe — SWITCHBOARDS 
, & Tool Corp., Utica, N. Y., is offering 
) 
ee 
The holding power has been increased 
by larger sliding plates which have an 
D expanded area 10 per cent to 15 per 
cent greater than the old design. Tamp- 66 a ” 
. ing to the expanded position has been RT UNITS 
made easier by a new hinge arrange- Here combined in one cabinet is both o 
ment at the point where the spreader Ringing and a Talking power supply. 
arm attaches to the sliding plate. This They provide a choice of either 20 or 
eliminates binding. The spreader arm 30-cycle SUB-CYCLE RINGING CON- 
of the anchor is heavier and stronger VERTERS, and ore available in 4 Models. 
and will not bend or distort when the 
anchor is tamped to the expanded posi- RINGING CONVERTERS 
tion, the company stated. @ RT-1—3'2 W. 20-Cycle ringing 
These improvements in design, tamp- +.87 amp. 14-28 V. DC talking. 
ing, holding power and mechanical @ RT-2—3'42 W. 20-Cycle ringing 
strength have been made in L-M’s line’ two wall charts. One explains how to TR amp. Sher OSV. OC tammy. 
of two-way, three-way and four-way a =“ 7 ai. @ RT-3—3'2 W. 30-Cycle ringing 
see use pliers. The other shows how qual +.87 amp. 14-28 V. DC talking. 
ancnors. ity tools are forged and electronically ; 
Sera : @ RT-4—3'2 W. 30-Cycle ringing 
N lardened (See cut). +2 amp. 24 or 34 V. DC talking. 
CYRUS G. HILL a gs 28 ae mee - For Details See Bulletin 159 
ENGINEERS a 1es deep, convey the message Dy —_---— 
pictures and diagrams with captions. LORAIN “T.UNITS” 
PLANT — TRAFFIC — COMMERCIAL Both are suitable for posting on fac 
VALUATIONS AND ORIGINAL COST i ae ee eee 
tory tool cribs, for use in factory o1 
231 S. LA SALLE ST., CHICAGO 4 ie i ee sale t ’ 
school training courses, and in dealers 
$$ wan stores 
( . "ne *¢ ( *( oa ) €) Ise 
GENERAL CONSULTING SERVICES me chart captioned “How to Us 
| For Companies of All Sizes and Conserve Pliers” is intended for 
| HL] Asquatings, Trattic,.*ctnside and Outside Pract | new workers not yet expert in th 
=, telephone companies in the South and handling of pliers, and point out what 
JOHN J. MORAN types to use for various jobs and how 
Consulting Engineer 5 : 
(25 Years’ Telephone Expertence) to avoid excessive wear and breakage. 
605 N. Maple St., Cookeville, Tenn. 
is The other chart on “Drop Forged 
ae Tools Last Longer” seeks to create ap @ T-1—0.87 amp. 14-28 V. DC talking 
SLOAN, COOK & LOWE preciation for good tools. It describes @7-2—2.0 amp. 24-34 V. DC talking 
the various processes by which tools ¢T-3—0.5 amp. 22-30 V. DC talking 
CONSULTING ENGINEERS ; : 1-4—-1.0 40-52 V. DC talki 
are forged and electronically hardened, lh ‘OQ amp. 4U- . talking 
120 SOUTH LA SALLE STREET : 1.5—0.5 y tki 
CHICAGO according to T. M. Hughes, vice presi- sa ‘5 amp. 10-16 V. DC “4 ing 
Appraisals—Original Cost Studies dent and sales manager. © T6—1.0 amp. 5-8 V. DC talking 
Depreciation, Financial, and Other For Details See Bulletin 159 
Investigations For copies of the charts write to 
| : H. J. Zellweger, ad manager, Utica LORAIN DIAL TONE GENERATORS 
y Drop Forge & Tool Corp., Utica 4, N.Y. Lorain Dial Tone Generators Available 
G. LOUIS WELLER vv in 7 Models. See Bulletin 156. For Speci- 
, CONSULTING ENGINEER fications and Prices See Your Local 
t 1203 Nineteenth Street, Northwest L in Distribut 
fashington 6, D. C. Sterling 1122 >> Sweden has found a new way to ee Se eee ; 
quipment, _— Pee and Management cut costs of setting up telephone lines LORAIN FLOTROL 
ngineering . . . . a PARTHERS Im OL PEWORR ITY 
Rates Valuations Investigations in its far northern wastes by dropping PRODUCTS CORPORATION Suscarcif 
= poles across the country from planes. DEPT. P1122 F ST., LORAIN, 0. * 
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CLASSIFIED SECTION 


Rates 15 cents per word payable in advance. Minimum charge $3.00 for 20 words or less. 





FOR SALE 





FOR SALE _ 








IMMEDIATE DELIVERY 


AMERTEL 12-85 H.T.L. GALVANIZED 
LINE WIRE 


Less than 1500 Ibs. $13.95 Cwt. 
1500 to 3999 Ibs.. $13.70 Cwt. 
4000 to 9999 Ibs. $13.50 Cwt. 


W-110B TELEPHONE FIELD WIRE 


2 Conductor (3 copper—4 steel strands) 
Rubber Insulated, Weatherproof Jacketed. 
Full Mile Reel $13.00 


DROP WIRE, WEATHERPROOF 
JACKETED, TWISTED PAIR 


2 Conductor, 17 gauge, 1000 foot coils. 
Special per 1000 feet $23.00 


BURIAL WIRE, BUNA-S 
JACKET PARALLEL 


Solid Tinned Copper, 17 gauge, 2 conduc- 
tor 2500 ft. Reels, per 1000 feet. $12.75 


BRIDLE WIRE, TWISTED PAIR 


Rubber Insulated, Weatherproof Jacketed 
22 gauge, 2 conductor. 


Per 1000 feet $ 8.70 
22 gauge, 3 conductor. 
Per 1000 feet $12.70 


fob Chicago, Illinois 


TELEPHONE REPAIR AND 
SUPPLY CO. 
1760 Lunt Ave. 


Chicago 26, Ill. 











IN STOCK 


**\W/-110-B, tw. pr., WP tel. wire; 4 steel 
3 copper strands per cond., on One 
Mile steel reels, UNUSED @ $12.00/mile 

**#22/2, tw. pr., copper, rubber ins., 
olive green glazed braid, inside tel. 
wire, new material @ $12.00/M ft. 


**Telephone, weatherproof, outdoor’ or 
mine, Common Battery for manual or 
dial service, Western Electric 7325, 


latest model with handset, complete dial 


blanked @ $35.00 ea. 
**\W/E. #315H, Magneto bell box, 3 bar 
1,000 ohm @ $6.50 each 


**W.E. 3300K, Magneto bell box, 5 bar 
2500 ohm @ $8.50 each 


**Magneto Telephone, Federal #804-A, 
desk handset type, latest model for 
desk or wall use, with bell-in-base @ 
$18.50 each 


**Magneto Telephone, Leich #86, late 
model for wall use. Can also be made 


into desk handset type @ $18.50 each 


**Protectors, W.E. #1269, 25 pair, com- 
plete with carbons, porcelains, heat coils 


at $19.50 each 


All Material Fully Guaranteed and Subject 
To Prior Sale. 


Terms: Net; FOB New York 


TELE-WIRE SUPPLY 
Co., INC. 


Distributors of Telephone Supplies 
136 Maiden Lane New York 38, N. Y. 
WHitehall 3-5865 





FOR SALE 
12—ten line key boxes... .$15.00 Eact 
3—twenty line key boxes.$25.00 Eact 
Strip of ten 546 Kel Polar relays 
$110.00 for strip—$15.00 Each 
100 magneto wall sets—various types 


$6.00 Each, lots of ten. 
All FOB Kenwood 
All material used but in excellent 
condition. 


E. A. HOSMER & CO 


COMMUNICATION ENGINEERING 


KENWOOD, CALIF. 


130-STATION MAGNETO E 


CHANGE county seat town southwest 


Missouri, tourist and farming territo 
Must sell at once. Inquire in pers 
and make offer. Mrs. L. A. Neal, G 
lena, Mo. Telephone 109. 





25,000 HEMINGRAY No 
LATORS (W. E. Exch. 
Repacked) $80.00 M. Freight prepaid Wash 
ington, Oregon, Idaho and Montana 


JAC . PRUZAN COMPANY 
109 Jac ion Street 
Seneca 6505 


10 GLASS INSU 





Line Inspected and 


Seattie 4, Washington 








| the best in telephone ringing machines. Pric 
| low. 


Works from standard lighting circuit 
60cy) and delivers 90v-20cy at approx. 30 wat 


Write: TELKOR, INC., Box 186, Elyria, Oh 


ec 


Workmanship and materials guaranteed 
(115v 


ts 
io 











RECONDITIONED 


OFFICE PROTECTION 


Coils. 


Prompt Shipment 


1250 Kinnear Road 





WESTERN ELECTRIC CENTRAL 


#+1269-A (20 pairs per strip) 
##1268-A (20 pairs per strip) 
+1268-B (23 pairs per strip) 


Complete with =26 & +27 pro- 
tector blocks, and +76-A Heat 


* 


- > # * * ’ 


- 
te 
* 
* 
— 
* 
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1% *. @@ 
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BUCKEYE TELEPHONE & SUPPLY CO. 


Columbus 8, Ohio 








IN STOCK 


**|—Kellogg Junior Masterbuilt 
Switchboard - Universal-C.B. & 
Mag. (Six relay cord circuit, 2 
party, divided ringing) . . . com- 
plete, excellent operating condi- 
tion, wired 200 lines, equipped 
50 lines (Univ. Conn. Mag.), 
wired 40 lines, equipped 10 lines 
(Mag. toll lamp sig.), | line C.B. 
reset key, 15 cord circuits, | extra 
toll trunk line, . . . mfd. 1947 and 
used very little complete 
with cable stub, Raytheon Recti- 
ChargeR, Raytheon RectiFilteR, 
Cook L-10, Main Distributing 
Frame, 4 storage batteries, extra 
parts and prints, drwg., specifica 
tions @ $1,000.00 complete; 
FOB New York. 


TELE-WIRE SUPPLY 
Cco., INC. 


Distributors of Telephone Supplies 
136 Maiden Lane New York 38, N. Y 
WHitehall 3-5865 
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FOR SALE 








AVAILABLE FOR IMMEDIATE DELIVERY 


Stromberg-Carlson 15 position C. B. switch- 
board consisting of 6 toll positions with 
universal cord circuits, 8 positions C. B. 
Super Service 4 party harmonic ringing. 


1500 =C. B. Lines 
50 ~—swR._ D.. Toll Lines 
70 ~=— Rural Lines 
3800 Pr. Cook M.D.F. 
2 Harmonic Converter Sets 
interrupters 


50A Diverter Pole M.G. Set 

50A Mercury Arc Rectifier 

672 A.H., | 1 Cell Storage Battery 
Test Desk 


OSWEGO COUNTY IND. TELEPHONE CO. 


FULTON, NEW YORK 


2 
' Power Panel 
i 
| 
| 
| 








WANTED TO BUY 


SERVICES AVAILABLE 





CX 60 Dial Unit or equal, equipped 
with ten party code ringing for use in 
rural area. Write Box No. 3131, c/o 
TELEPHONY. 





A 64 year old, reliable, medium sized 
manufacturing company, over 50 years in 
the telephone field, wants to acquire de- 
vices or companies to broaden its present 
line. 


Write: 
BOX No. 3129, c/o TELEPHONY 








Old, established, nationally known 
company interested in the purchase 
of Patents, New Products or Com- 
panies that have an application in 
the telephone field. 

CONTACT 
BOX NO. 3013, c/o TELEPHONY 

















POLES 

B. J. Carney & Co., 100 N. 7th St., 
Minneapolis, Minn.—Western red cedar 
poles. Pentrex Butt Treated or Plain. 








Cascade Pole Co., 
coma, Wash. - 
and Cedar Polea 


P.O. Box 743, Ta- 
Creogoted Douglas Fir 








Cc. M. Christiansen Co., Pheips, Wis.— 
Northern White Cedar Poles, plain or 
butt treated. 








Dierks Lumber 
Creosoting Division, 700 Dierks Bidg., 
Kansas City, Mo. — Pressure creosoted 
yellow pine poles at our modern plant 
at Process City, Ark., near DeQueen. 


& Coai Company, 








Eppinger & Russell , 80—8th Av- 
enue, New York 11, . ¥.—Creosoted 
Poles and Cross Arms. yee Jackson- 
ville, Fla., Norfolk, Va., Eddington, Pa. 








international Creosoting and Construc- 


tlon Co., Galveston, Texas.—Creosoted 
Southern Yellow Pine Poles. Filants 
Beaumont and Texarkana. Texas. 








Montana Pole & Treating Plant, Butte, 
Montana — Fir Lodgevole Pine Poles. 
Butt-treated or Full-length treated with 
Creosote or Penta 








T. M. Partridge Lumber Co., Minne- 
apolis, Minn.—Northern White— Western 
Red Cedar Poles, Fiain or butt-treated. 























NORTHERN WHITE CEDAR 


Sh Lodge Pole Pine 

“SS, Coast Douglas Fir 

Sf Western Red Cedar 
|]---------- Plants and Yards: --------=- 
MINNEAPOLIS, MINN. « SPOKANE, WASH. 
| NATIONAL POLE and TREATING 
1 | DIVISION 


MINNESOTA AND ONTARIO PAPER 
COMPANY 
Minncapolis 2, Minnesota 









a Branch Offices:------<-—-—— 
CHICAGO « SPOKANE 
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HELP WANTED 


COMBINATION 
STALLER 


TELEPHONE IN 
AND REPAIRMAN. Write 
Universal Telephone & Telegraph 
Corp., P.O. Box 5386, Indianapolis 5, 
Ind., or call collect BRoadway 9804. 


MANAGER for 
extensive group of Western telephone 
properties. Must have administrative 
ability simultaneously to obtain effi- 
cient operations and achieve required 
sound expansion program, also capac 
ity to hire, train and direct personnel 
in all phases of telephone work. Per- 
manent position carrying substantial 
opportunity for qualified person. Tech- 
nical, plant and commercial knowledge 
and experience absolute requirement. 
Salary commensurate with qualifica- 


rapidly expanding, 


tions. Replies confidential. Furnish com- 
plete details of education, experience 
and objectives in first reply. Write 


40x No. 


3122, c/o TELEPHONY. 


POSITIONS OPEN 
WITH PRACTICAL TELEPHONE 
EXPERIENCE under classification of 
Lineman, Combinationman and Con 
struction Crew Foreman. Steady em 
ployment with good working conditions, 
and salary commensurate with experi- 


FOR MEN 


ence. When applying give age and 
qualifications. Write Nebraska Conti 
nental Telephone Co., Columbus, Neb. 

WANTED AT ONCE STATION 


INSTALLERS AND LINEMEN. Must 
be experienced. Best of working con- 
ditions. Write or telephone Wilton 
Electric & Telephone Cont. Co., Wilton 
Junction, Iowa. Telephone 21. 





EXPERIENCED STATION IN- 
STALLERS, LINEMEN AND CABLE 
SPLICERS. Write NEALE CON- 
S 


ICE 
RUCTION CO., TOPEKA, 
SAS. 


LINEMEN AND 
Good pay. Permanent. Good future 
with new organization. Write for ap- 
plication blank and full details to Box 
247, Station F, Buffalo 12, N. Y. 


APPRENTICES. 


RURAL LINE CONSTRUCTION 
All work guaranteed 
Complete Construction 
Excellent references 
Serving Missouri and adjoining states 
DAVIS CONSTRUCTION CO., SUL- 
LIVAN, MO. 


Service 


TELEPHONE CONSTRUCTION, INC. 
BOX 267 
JEFFERSON, IOWA 

Consulting, Engineering, Installation 
of Telephone Equipment, Cable Splic- 
ing, Aerial, Under-ground construction, 
Central Office Equipment a Specialty. 


TELEPHONE CONSTRUCTION 
Aerial Cable and Rural Plant Station 
Installation—Cable Splicing 
Quality Workmanship at Low Cost 


MIDWEST UTILITY CONST. CO. 


J. W. Packer—-Prior Lake, Minn. 
Telephone—Minneapolis HY 2808 





Cable Splicing—Repairing—Cable Piant Con- 
struction—Aerial Spinning and Underground 
Trenching —Line Construction — Switchboard 
Repairing . . . ALL WORK GUARANTEED 
WILTON ELECTRIC & TELEPHONE 
CONSTRUCTION CO. 
ANDY MUELLER 
lowe 


Wilton Jct., Telephone 21 








INSPECTION SERVICE 


Of poles, crossarms, and preservative treat- 
ments. Analyses of wood preservatives. 
inspectors stationed throughout U.S.A. 


A. W. WILLIAMS INSPECTION CO. 
MOBILE, ALA. 











installat.on Specialists 


CENTRAL OFFICES 
INSTALLED—MODIFIED—ENLARGED 


COMMUNI- CATERING 


. BOX 6712 CHICAGO 7, ILL. 











aaa PRINTING 


By People Who Know 
the Telephone Business 
SEE THE SUTTLE CATALOG 


SUTTLE EQUIPMENT CO. 


LAWRENCEVILLE ILLINOIS 





| ATLANTIC 
Creosoting Co., Inc., 17 Battery Pi.,. 
Creosoted Pine Poles 
Crossarms . . Conduit 
PLANTS AND OFFICES 
New Orleans, La. Jackson, Tenn. Bosten, Moms 
Winnfield, La. Loulsville, Miss. New Yor 


Y. 
Nerfelk, Va. Savannah, Ga. Palladeiphia, Pa. 
Annapelis, Md. Chicage, til. 


N.Y. C. 











Cedar Poles 
THE MAC GILLIS & GIBBS CO. 


1615 E. Royall Place, Milwaukee 2, Wis. 


Northern White and Western Red Cedar 
Creosote and Pentachloropheno!l 
Treatments 








.. slallation 
completed f 

















TELEPHONE 


CORDS 


Precise in every detail... leg 
length, trim, terminals, tracer 
color and stay fastener... 
Runzel cords make installation 
a routine matter. Installers like 
them because they simplify 
their work. 


Subscribers prefer Runzel cords 
because of clarity of reception 
and the longer, trouble-free 
service they give. 


There’s a Runzel cord for every 
type and make of instrument. 


Write for your 
copy of Runzel 
Telephone Cord 
Catalog. 


Operaters too, 
prefer Runzel 


Cords. 














RUNZEL 


Cord and Wire Co. 


MONTROSE AVE. 
os; tL, 


tian WW, 
CHICAGO 






Page 

Acorn Insulated Wire Co., The 
Aircraft-Marine Products, Inc 
Alphaduct Wire and Cable Co 
American Appraisal Co., The. 
American Creosote Works, In 
American Cross-Arm, Inc 
American Electrical Heater Co 
American Steel & Wire Co. 
American Structural Products Co 
American Telephone & Telegraph Co 
Ansonia Electrical Co., The 9 
Armstrong Cork Co., Glass Insulators 
Atlantic Creosoting Co., In« 41 
Automatic Electric Sales 

Corp. .. oeky sanae, 3 
Baker Wood Preserving Co., The 
Barrett Division, The Allied 


Chemical & Dye Corp 
Bartlett Mfg. Co 
Bartlett Tree Expert Cx FE. A 
Bell Telephone Laboratories 
Berry & Co., L. M 
Bethlehem Steel Co 


Brach Mfg. Corp... 8 
British Insulated Callender 

Cables Ltd 

Buckeye Telephone & Supply Co i0 
Buckingham Mfg. Co., In« 


Machine Cc 
Ine 
Equipment Co 
Company 


Burroughs Adding 
C & D Batteries, 
Cable Spinning 
Calculagraph 


Carney & Co., B. J 1] 
Cascade Pole Co 4} 
Chance Co A. B 

Chase Brass & Copper Co 


Christiansen Co., C. M +] 


Clifton & Associates Johr F 

Coffing Hoist Co 

Colfax Lumber & Creosoting C 
Commerce Service Corp 

Commercial Cord & Supply C« Ine 38 


Communi-Catering 

Communication Equipment & Eng. C 
Continental Cross-Arm Co., In¢ 
Cook Electric Co 

Copperweld Steel C« 
Cornell-Dubilier 

C-O-Two Fire Equipment ¢ 

Cullom & Ghertner Co 


Dierks Lumber & Coal Cx i] 
Dillon & Co w.c 

Donnelley & Sons, R. R Te 
Dow Chemical C« The 

Eagle Mfg. C« 

Ebco Mfg. Co., The 


Ederer Ine 

Electric Storage Battery Ce The 
Eppinger & Russell Co 

Ericsson Telephone 
Everstick Anchor Co bh 
Federal Telephone & Radio Corp 

Four Wheel Drive Auto C 

General Insulated Wire Works Inc 
General Telephone Directory Co 12 
Gould-National Batteries, In¢ 

Graybar Electric Co 

Greenlee Tool Co 

Haley & Co., R. G 

Hammond Drierite Ce WwW. A 

Henkels & McCoy 

Highway Trailer Ce 


Sales Corp 


Hill, Cyrus G 39 
Gustav Hirsch Organization, Inc 
Holtzer-Cabot Inc 

Homelite Corp 

Hubbard & Co. 

Hunter Mfg. Co.. 


Indiana Steel & Wire Ce 
International Creosoting & 
Construction Co ; . +1 
International Harvester Co 
Jaeger Machine Co., The 
Johns-Manville 


Joslyn Mfg. & Supply Co 
Ka-Mo Tools, Inc 
Kearney Corp., Jas. R 36 


Kellogg Switchboard 
Kennecott Wire & 


Kester Solder Co 


& Supply Co 4-5 
Cable Co.. 
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Pa 
Klein & Sons, Mathias 
Koiled Kords, Ine 
Koppers Co., In 
Leeds & Northrup Ci 
Leich Sales Corporatior 10-1 
Lenz Electric Mfg. Co 
Lindsay Telephone Supply Co., The 
Line Equipment Sales 
Line Materials Cc Dix 
McGraw Electric C 
Linen Thread Co., The 
Loomis Advertising Cc 
Lorain Products Corporatior The 
Lowell Insulated Wire, Div 
of the Overlake Cort 
MacGillis & Gibbs C 
Mall Tool Co 
Matthews Cory WwW. N 
McCabe-Powers Auto Body ¢ 
Midwest Utility Const. C« 
Miller-Robinson C« 
Montana Pole & Treati P) t 
Moran, John J 
Moss Tie Co T 
Motorola In 
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Carbide & Carbon Cory 
National Fireproofing ¢ 
National Pole & Treatir D 
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National Telephone Suy ( 
Neale Constructi ; 
North Bros. Mfg. C 
North Electric Mfg. ¢ I k { 
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Onan & Sons, D. W 
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Petersen Engineering C 
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Suttle Equipment ¢ 
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Tel-E-Lect Product I 
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United States Steel Cory 
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Utica Drop Forge & Tool Cor} 
Vulcan Electric Corp 
Wall Mfg. Co 
Weller, G. Louis 


Western 
Weston 
Whitney 


Electric C« 
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Blake Co 
Williams Inspection 
Wilton Electric & 
Construction Co 
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aatTER OF FACT Boss. 
ro # 9,27 WILL OUTLA 





ww ae CABLE ITSELF 





it’s a fact — I've seen the B27 prove itself year in and year 
out. This protected cable terminal is really built to stand 
up under the most drastic conditions. Yes, sir, when | install 
a B27, | know we're using the best. 

Years of top performance have convinced me that these 
terminals are dependable. Every detail on the B27 is per- 


fect. The manufacturer really knows his business. 


Yes — and it features the famous self-cleaning sawtcoth dis- 
charge block -- insuring a static free line with no danger of 
unnecessary grounding. It has non-warping steatite fuses too! 
But that’s just the beginning of the list of engineering fea- 
tures of this terminal. Why there’s practically nothing to 
installing the B27. |! simply attach the mounting bracket 
without gaining the pole and proceed to install it without 
any assistance. Then | make all connections right under my 


beak without reaching or contortions. 


The B27 is truly a rugged terminal from top to bottom. 
Cover, bracket and base are all aluminum alloys. Binding 
posts are insulated in high grade molded plastic. Terminal 
and cable hug the pole or building, no tilting; factory stub- 
bing insures consistently fine cabling, testing and sealing 
assuring complete freedom from trouble. 


in my opinion, Boss, we should standardize on Reliable 
B27's. 


RELIABLE ELECTRIC COMPANY 








3145 Carroll Avenue Chicago 12, Illinois 
SHIPPING 
CAPACITY HEIGHT STUB DATA WEIGHT EACH 
OVERALL POUNDS 
F ( Less Stub im 
11 Pair 141/2 t With 7° Stub 16 
{ Less Stub 17 
16 Pair 172 | With 7’ Stub 19 
} Less Stub 19 
26 Pair 233% | With 7’ Stub 24 





OVER 45 YEARS SERVICE TO THE 
DECEMBER 29, 195! 
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Telephone Protective and 
Terminal Equipment for 
All Station, Line and 
Central Office Needs. 


TELEPHONE INDUSTRY 
43 








e YOUR apring needs 









in these shipments? 


BETTER ORDER NOW IF YOU 
WANT DELIVERIES... 
BETTER ORDER NORTH IF 
YOU WANT THE BEST! 







\ 
mate... Telephones: Toll goards 
“ITCH, VABX | 
; ACcrs, sa Vcory Desks! 
; yoards! Riz, Superviso ) 
TOL 
w NORTH: “All-Relay” Exchanges; TICKETING | 


Ze as expandable as your needs 





















